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PREFACE 



This Program Logic Manual (PLM) is a 
general guide to the IBM System/360 Disk 
Operating System system control programs. 
It is to be used with the four other PLMs 
listed on the front cover. 



IBM System/360 Disk and Tape Operating 
Systems, Assembler Specifications , Form 
C2U-3U14. 



Prerequisite and related publications 
that will aid in the use of these four 
manuals are: 



IBM System/360 Disk Operating System, 
Basic Telecommunications Access Method 
PLM, Form Y30-5001. 



IBM System/360 Principles of Operation , 
Form A22-6821. 



IBM System/360 Disk Operating System, 
System Control and Service Programs , 
Form C24-5036. 



IBM System/360 Disk Operating System, 
Supervisor and Input/Output Macros , 
Form C2U-5037. 



IBM System/360 Disk Operating System, 
System Generation and Maintenance , Form 
C24-5033. 



IBM System/360 Disk Operating System, 
Operating Guide . Form C24-5022. 



IBM System/360 Disk Operating System, 
Data Management Concepts , Form 
C2U-3U27. 



IBM System/360 Disk Operating System, 
Logical IOCS, Volume I: Introduction , 
Form Y24-5020. 



IBM System/360 Disk Operating System, 
Queued Telecommunications Access Method 
PLM , Form Y30-5002. 



Titles and abstracts of other related 
publications are listed in the IBM 
System/360 Bibliography , Form A22-6822. 



This manual consists of seven major 
sections. The first section is a general 
description of the DOS system control 
programs. The second section describes 
system files on disk. The third section 
describes the organization of the system 
residence (SYSRES) and private libraries. 
The fourth, fifth, and sixth sections 
describe the operation of the control 
programs, linkage editor, and librarian, 
respectively. The seventh section of the 
manual consists of the appendixes, which 
contain error messages, microfiche 
cross-references, a master index to the 
five PLMs that describe the program logic 
of DOS system control, and a brief 
description of the Volume Table of Contents 
(VTOC) . 



Preface 
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GENERAL DESCRIPTION 



The IBM System/360 Disk Operating System 
(DCS) System Control Programs provide disk 
operating system capabilities for 16K and 
larger System/360 configurations. At least 
one IBM. 2311 Disk Storage Drive or one IBM 
2314 Direct Access Storage Facility is 
required. 

Systems larger than 16K can benefit from 
this 16K package if they do not require the 
expanded functions of the larger disk 
operating system packages offered by IBM. 
The system is disk resident, using the IBM 
2311 or 2314 for on-line storage of all 
programs. Depending on the requirements of 
the particular application, the system can 
be expanded to include all processing 
programs used to perform the various jobs 
of a particular installation, or it can be 
tailored to a minimum system to control a 
single program. 

The operating system is composed of many 
components which include: CPU, 
input/output channels, input/output control 
units, input/output devices, 
microprogramming, system control programs, 
support programs, user programs, user data 
files, teleprocessing capability, and 
multiple programming capability, only the 
system control programs are within the 
sccpe of this publication. Of the system 
control programs,, the supervisor and 
physical IOCS are specifically designed for 
a user's configuration by means of a 
one-time assembly (generation time). They 
require re-assembly only if the user's 
configuration changes. 

The supervisor and physical IOCS provide 
the required interface between the program 
being executed and the other components of 
the operating system. The program 
currently being executed is identified to 
the operating system as the current program 
(definition used with this manual). The 
last program interrupted is identified as 
the problem program. The problem program 
or the current program can be a system 
control program, a support program, or a 
user program at any given time. 



MULTIPROGRAMMING 



For those systems with main storage equal 
tc or in excess of 24K, Disk Operating 
System offers multiprogramming support. 
This support is referred to as fixed 
partitioned multiprogramming , because the 



number and size of the partitions are 
fixed, or defined, during system 
generation. The size of the partitions may 
be redefined by the console operator after 
system generation, to meet the needs of a 
specific program to be executed. 



Multiprogramming has two types of 
problem programs: foreground and 
background. Foreground programs may 
operate in either the batched- job mode or 
the single-program mode. Background 
programs and batched- job foreground 
programs are initiated by Job Control from 
the batched- job input streams. 
Single-program foreground programs are 
initiated by the operator from the IBM 1052 
Printer-Keyboard. When one is finished, 
the operator must explicitly initiate the 
next program. 



Background and foreground programs 
initiate and terminate completely 
independent of each other. 

The system is capable of concurrently 
operating one background program and one or 
two foreground programs. Priority for CPU 
processing is controlled by the supervisor, 
with foreground programs having priority 
over background programs. All programs 
operate with interrupts enabled. When an 
interrupt occurs, the supervisor gains 
control, processes the interrupt, and gives 
control to the highest priority program 
which is in a ready state. 

Control is taken away from a high 
priority program when that program 
encounters a condition that prevents 
continuation of processing until a 
specified event has occurred. Control is 
taken away from a lower priority program at 
the completion of an event for which a 
higher priority program was waiting. When 
all programs in the system are 
simultaneously waiting (that is, no program 
can process), the system is placed in the 
wait state enabled for interruptions. 

Interruptions are received and processed 
by the supervisor. When an interruption 
satisfies a wait condition of a program, 
that program becomes active and competes 
with other programs for CPU processing 
time. 

In addition to at least 24K positions of 
main storage, multiprogramming support 
requires the storage-protection feature. 
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If the tatched-jofc foreground option is 
selected when the system is generated, all 
types cf programs may te run as foreground 
programs. (Specifying the option causes 
the generation of individual communication 
regions for each partition.) However, the 
linkage editor and the maintenance 
functions of the librarian are restricted 
to the background partition. 



ASYNCHRONOUS PROCESSING 



The asynchronous processing function, also 
known as multitasking, provides a 
multiprogramming facility within any or all 
of the partitions of an MPS supervisor. An 
asynchronous program to be run within a 
partition consists of two parts: 

1. The main program (main task) that 
appears in the EXEC statement. 

2. One or more subprograms (subtasks) 
that must be in main storage in the 
same partition as the main task. 

The main task initiates execution of the 
suttask(s) via the ATTACH macro 
instruction. I/O overlap is facilitated 
because subtasks have higher priority than 
the main task for CPU time within the 
partition. The subtasks are assigned 
priority in the order they are attached. 
The first attached subtask has the highest 
priority and the last attached subtask has 
the lowest priority. The priorities of the 
partitions are unchanged. 

Each subtask operates independently of 
the main task and has its own registers and 
save area. Communication and 
synchronization between subtasks is 
accomplished by use of the POST and 
WAIT/WAITM macro instructions. Protection 
of shared data areas (resources) is 
accomplished by the ENQ macro and the 
corresponding DEQ macro. 

Because only one set of symbolic I/O 
units exists for each partition, I/O 
assignments for all tasks must be made 
before the EXEC statement of the main task. 



TE LECOMMUN IC AT ION S 



Disk Operating System includes 
telecommunications capability. Two access 
methods are available: Basic 
Telecommunications Access Method (BTAM) and 
Queued Telecommunications Access Method 
(QTAM). BTAM requires at least 2 4K 
positions of main storage, but QTAM 



requires a minimum main storage capacity of 
32K. 

A BTAM program can be run as either a 
foreground or a background program. 
Normally, it is run as a foreground-one 
program and thus has the highest priority 
of any program being executed at a 
particular time. 

In a system operating under QTAM, the 
QTAM message control program must be run in 
the foreground- one partition. As many as 
two QTAM message processing programs may be 
run in either foreground or background 
partitions. 



CONFIGURATI ON 

This section presents the minimum 
configuration requirements , as well as the 
additional features and devices supported 
by the DOS system control. Presentation is 
in the following order: 

1. Minimum requirements 

2. Additional features 

3. I/O devices 

4. System I/O devices and system I/O flow 



MINIMUM REQUIREMENTS 



The minimum configuration required by the 
DOS system control is: 

1. 16K bytes of main storage (see 
Additional Features section for 
minimum main storage requirements when 
certain options are specified) . 

2. Standard instruction set (language 
translators can require extended 
instruction sets) . 

3. One I/O channel, either multiplexor or 
selector. See Note 1 . 

4. One card reader (1442, 2501, 2520, or 
2540). See Note 2 . 

5. One card punch (1442, 2520, or 2540). 
See Note 2 . 

6. One printer (1403, 1404, or 1443). 
See Note 2 . 

7. One IBM 1052 Printer- Keyboard. 
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8. One 2311 Disk Storage Drive, or one 
2314 Direct Access Storage Facility. 

Note 1 : Telecommunications requires a 
irulti plexor channel and at least one 
selector channel. 

Magnetic ink character reader (MICR) 
processing requires at least two I/O 
channels. If MICR devices are attached to 
the multiplexor channel, no burst mode 
devices will be supported on the 
multiplexor channel. KICRs should be 
attached as the highest priority devices on 
the multiplexor channel. Single addressing 
1412s or 1419s is supported on any selector 
channel, but device performance is 
maintained only if a selector channel is 
dedicated to a single MICR device. Also 
note that the dual address 1419 is not 
attachable to selector channels. 

Also, MICR processing requires either 
the direct control feature or the external 
interrupt feature. 

Note 2 : One 2400-series magnetic tape unit 
(7- or 9-track) can be substituted for this 
device. The data-conversion feature is 
required if a 7-track tape unit is 
substituted for a card reader or a card 
punch. The data-conversion feature is not 
required if a 7-track tape unit is 
substituted for a printer. 

A disk extent may be substituted for 
this device if 24K bytes of main storage 
are available. 



ADDITIONAL FEATURES 



Additional features supported by the DOS 
system control are: 

1. Timer feature. 

2. Simultaneous read-while-write tape 
control (2404 or 2804). 

3. Any channel configuration up to one 
multiplexor channel and six selector 
channels. 

4. Tape switching unit (2816). 

5. Storage-protection feature (required 
for multiprogramming) . 

6. Universal character set. 

7. Selective tape listing features (1403) 
for continuous paper tapes. 

8. Dual address adapter (1419) to allow 
more stacker selection processing. 
Once processing with the dual address 



adapter is established, 1412s and 
1419s cannot be mixed. 

9. Additional main storage up to 
16,777,216 bytes. 

A minimum of 24K bytes is required for 
multiprogramming, BTAM, 1412/1419 MICR 
document processing, and for assigning 
system I/O files to disk. The QTAM message 
control program requires a minimum of 32K 
bytes of main storage. The use of QTAM 
with two batched- job-foreground partitions 
requires a minimum of 64K bytes. 



I/O DEVICES 

IBM input/ out put devices supported by the 
DOS system control are: 

1. 1442 Card Read Punch. 

2. 2501 Card Reader. 

3. 2520 Card Read Punch. 

4. 2540 Card Read Punch. 

5. 1403 Printer. 

6. 1404 Printer (for continuous forms 
only) . 

7. 1443 Printer. 

8. 1445 Printer. 

9. 1052 Printer-Keyboard (used for 
operator communications) . 

10. 2671 Paper Tape Reader. 

11. 1017 Paper Tape Reader with 2826 Paper 
Tape Control, Model 1. 

12. 1018 Paper Tape Punch with 2826 Paper 
Tape Control, Model 1. 

13. 2311 Disk Storage Drive. 

14. 2314 Direct Access Storage Facility. 

15. 2321 Data Cell Drive. 

16. 2401, 2402, 2403, 2404, and 2415 
Magnetic Tape Units. 

17. 1285 Optical Reader (maximum of 
eight) . 

18. 1287 Optical Reader (maximum of 
eight) . 

19. 1288 Optical Reader (maximum of 
eight) . 
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20. 1442 Magnetic Character Reader. 

21. 1419 Magnetic Character Reader. 

22. 1419P primary control unit address on 
1419 dual address adapter. 

23. 1419s secondary control unit address 
on 1419 dual address adapter. 

24. Teleprocessing devices specified in 
the BTAM and QTAK publications 
referenced in the front of this 
manual. 



SYSTEM I/O DEVICES AND I/O FLOW 



The I/O devices used to perform system 
input and output are called system units . 
The symbolic designations for the system 
units are: 

• SYSRES (System Residence) : an IBM 
2311 Disk Storage Drive or an IBM 2314 
Direct Access Storage Facility 
selected for system residence. 

• SYSLOG (System Log) : an IBM 1052 
Printer-Keyboard or a printer selected 
fcr operator/system communication. 

• SYSRDR (System Reader) : a card 
reader, magnetic tape unit, or disk 
extent selected as the 
control-statement and foreground 
initiation input unit. See Note 1 . 

• SYSIPT (System Input) : a card reader, 
magnetic tape unit, or disk extent 
selected as the primary system input 
unit. See Note 1 . 

Note 1 : Optionally, SYSRDR and SYSIPT 
may both be assigned to the same DASD 
file. SYSIN is a name used when 
SYSRDR and SYSIPT are assigned to the 
same card reader or magnetic tape 
unit. This name must be used when 
SYSFDR and SYSIPT are assigned to the 
same disk extent. 

• SYSLST (System List) : a printer, 
magnetic tape unit, or disk extent 



selected as the primary printed output 
unit of the system. 



• SYSPCH (System Punch) : a card punch, 
magnetic tape unit, or disk extent 
selected as the primary punched output 
unit of the system. See Note 2 . 

Note 2 : SYSOPT, of Basic Programming 
Support (BPS) and Basic Operating 
System (BOS) , is equated to SYSPCH by 
macro generation in the DOS. SYSOUT 
is a name that must be used when 
SYSPCH and SYSLST are assigned to the 
same magnetic tape unit. 

• SYSUSE : Logical unit block (LUB) used 
exclusively by system control to 
schedule all operator- initiated I/O 
unit manipulation. 

• SYSLNK : a DASD device used primarily 
for I/O by the linkage editor program. 

• SYSRLB : a DASD device (2311 or 2314) 
used for private relocatable 
libraries. See Note 3 . 

• SYSS LB: a DASD device (2311 or 2314) 
used for private source statement 
libraries. See Note 3 . 

Note 3 : SYSRLB and SYSSLB, if used, 
must be assigned to the same type 
device as is SYSRES. 

• SYSREC : A DASD device (2311 or 2314) 
used to store Outboard Recorder (OBR) , 
Statistical Data Recorder (SDR) , and 
Machine Check Recording and Recovery 
(MCRR) records. See Note 4 . 

Note 4 : When the supervisor detects an 
error, an OBR, SDR, or MCRR record is 
written on SYSREC. The Environmental 
Record Editing and Printing (EREP) 
program edits this record and prints 
it on SYSLST. 

These system units may be used by either 
background or batched-foreground 
partitions, except for SYSLNK, which is 
restricted to the background partition. 

Figure 1 shows system I/O flow. 
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SYSTEM COMPONENTS 



Sort/Merge 



The Disk Operating System is subdivided 
into the following functional components: 



1. System residence 

2. System control programs 

3. Linkage editor program 

4. Librarian programs 

5. Processing programs 

Figure 2 shows the relationship between 
the programs. Components 1-4 are discussed 
in the next four sections of this manual, 
with references to the PLMs that contain 
the detailed program logic information for 
the various programs in each component. 

The processing programs use the 
functions of the control programs, as do 
all programs executed in the DCS 
environment. A minimum system residence 
may consist of only the system control 
programs and one or more user programs. A 
full system residence may consist of the 
following components: 

1. System control programs 

2. Linkage editor program 

3. librarian maintenance programs 
4 1. Librarian organization programs 

5. Librarian service programs 

6. Processing programs 

a. Language Translators 

(1) Assembler 

(2) COBOL 

(3) FORTRAN 

(4) RPG 

(5) PL/I 



c. Utilities 

d. Autotest (2311 support only) 

e. User programs 



VERSION AND MODIFICATION LEVEL 



To help identify programs in main storage 
when a dump is being analyzed, most of the 
phases and modules of the programs 
described in the five system control PLMs 
have a 2-byte VM (version and modification 
level) number. The number may be in 
decimal or hexadecimal form in a core dump 
depending on the input format. It is in 
decimal form in a DSERV printout of the 
source statement or relocatable library. 
For example, version 3 modification level 
appears as 0300 or F3F0 in a core dump and 
as 3.0 in a DSERV printout . The location 
of the VM number varies with the type of 
phase or module: 

1. Transients. A- and B-transients 
contain, beginning at the load address, 
an eight-byte name, followed by a 
four-byte unconditional branch (B * + 6), 
followed by the two-byte VM number. 
For the logical transients $$BATTNA - 
$$BATTNP, the VM appears in the 
specified location only in the root 
phase $$BATTNA which will be in core 
with any of these other transients at 
the time of a dump. 

2. IPL, job control, librarian, and 
linkage editor. The modules in these 
programs contain, beginning at the load 
address, an eight- byte name followed by 
the two- byte VM number. For job 
control and linkage editor, the VM 
appears in the specified location only 
in $JOBCTLA and $LNKEDT, respectively. 
These two root phases will be in core 
with any other associated phases in 
their respective programs at the time 
of a dump. 



12 IBM S/360 DOS Introduction to System Control Programs 



D 
(D 
W 

o 
n 

c+ 
H- 
O 





*1 



CO 

^< 
w 
ft 
ro 
si 

o 

H 

&) 
S 



//EXEC LANGUAGE WOCESSOU 



//EXEC MOCESSING PtOGftAM 




SYSTEM FILES ON DISK 



In systems that have a supervisor with the 
SYSFIL option, the systeir logical units 
SYSRDR, SYSIPT, SYSIN, SYSLST and/or SYSPCH 
iray be assigned to an extent on 2311 or 
2314 disk storage device. 

The system files on disk require the use 
cf the job control statements ASSGN and 
CLOSE, and the supervisor channel scheduler 
routines. 

When the parameters of the ASSGN 
statement are used, job control opens the 
file and initializes the disk information 
block (DIB) within the supervisor. 

Each time a problem program requests I/O 
en a system logical unit, the supervisor 
checks the DIB table for a valid seek 
address. After each successful access to 
the file, the supervisor updates the 
current address field in the DIB for the 
particular symbolic device (SYSRDR, SYSIPT, 
etc. ) . 

When a problem program issues an open to 
a system file that is currently assigned to 
disk, the LIOCS open routines transfer the 
extent information to the DTF table from 
the DIB instead of from the file label in 
the volume table of contents. This causes 
the current address field in the DIB to be 
used as the beginning extent for the DTF of 
the file being opened. When a problem 
program closes a system file that is 
assigned to disk, the LICCS close routine 
posts the file closed but it will not alter 
the DIB. When the CLOSE, statement is used, 
job control closes the system files on disk 
and deactivates the DIB. 

Considerations when using system files 
on disk are: 

• The system logical units of SYSIPT, 
SYSRDR, SYSIN, SYSPCH, and SYSLST can 
be assigned to disk for any batched job 
partition. 

• The creation of files for use as system 
input, and the printing or punching of 
system output files is done by 
user-written programs and utility 
programs (utility macros are available 
to simplify this). 

• Predefined symbolic file names are to 
be used for all system files assigned 
to disk. 



the same extent and SYSIN must be used 
for the file name. 

• SYSOUT cannot be assigned to disk. 
SYSLST and SYSPCH must be assigned to 
separate extents. 

A residual capacity is established for 
SYSPCH and SYSLST files on disk at 
supervisor assembly time with the FOPT 
macro (SYSFIL parameter) . These values can 
be changed after IPL by the job control 
command of SET (RCLST, RCPCH operands). 
Job control issues operator warning 
messages when the area assigned to disk is 
equal to or less than the specified value. 
This warning is given at the end of a job 
step; if the extent limits are exceeded 
before end-of-job, the job is terminated. 

The assignment of system logical units 
to extents of disk storage must be 
permanent. The operator ASSGN command must 
be used instead of the programmer statement 
(// ASSGN) . Temporary assignments (via the 
// ASSGN statement) to other device types 
are permitted. Thus, a job that is not in 
the input job stream on disk can be 
inserted in the stream by requesting a 
pause at the end of the current job, 
temporarily assigning SYSRDR to a card 
reader or a magnetic tape unit, and running 
the job. At completion, the assignment for 
SYSRDR reverts to the disk assignment. 



PREDEFINED FILE NAMES 



System input and output files are assigned 
to disk by providing a set of DLBL and 
EXTENT statements and then submitting a 
permanent ASSGN statement. The set of DLBL 
and EXTENT statements preceding the ASSGN 
statement may contain only one EXTENT 
statement. 

The filename in the DLBL statement 
(which will be associated with the SYSxxx 
entry from the accompanying EXTENT 
statement) must be one of the following: 

IJSYSIN for SYSRDR, SYSIPT, or the 
combined SYSRDR/SYSIPT file SYSIN 

IJSYSPH for SYSPCH 

IJSYSLS for SYSLST 



When SYSRDR and SYSIPT are both 
assigned to disk, they must reside in 



Note that a combined SYSPCH/SYSLST file 
(SYSOUT) may not be assigned to disk. 
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In the DLBL statement, the "codes" 
operand must specify SD (or blank, which 
means SD) to indicate sequential DASD file 
type. 



In the EXTENT statement, type may be 1 
(data area, no split cylinder) or 8 (data 
area, split cylinder) . There is no unique 
requirement for the remaining operands of 
the EXTENT statement. 



The ASSGN statement must be one of the 
f cllcwing: 



1. ASSGN SYSIN,X'cuu' (for a combined 
SYSRDR/SYSIPT file). 

2. ASSGN SYSRDR, X'cuu* (for SYSRDR only) 

3. ASSGN SYSIPT, X'cuu* (for SYSIPT only) 

4. ASSGN SYSPCH, X'CUU* (for SYSPCH) . 

5. ASSGN SYSLST, X'cuu* (for SYSLST) . 

Note that all must fce permanent 
assignments (not preceded by //) . 



CLOSE SYSTEM DISK FILES 



System logical units assigned to disk must 
be closed by the operator. The operator 
CLOSE command must be used to specify a 
system input or output file which has been 
previously assigned to a 2311 or 2314. The 
optional second parameter (X'cuu") of the 
CLOSE command must be used (instead of an 
ASSGN command) to assign the system logical 
unit to a physical device. The system 
notifies the operator that a CLOSE is 
required when the limit of the file has 
been reached. If a program attempts to 
read or write beyond the limits of the 
file, the program will be terminated and 
the file must be closed. 



The CLOSE function: 

1. Writes a file mark if the file is an 
output file. 

2. Resets the file's DIB in the supervisor 
by clearing the current address and 
setting the key and data length to 
zero. 

3. Reassigns the logical unit to the value 
of the second operand of the CLOSE 
command. 



OPEN SYSTEM DISK FILES 



Upon encountering a system input or output 
assignment to 2311 or 2314, job control 
performs the following functions: 

1. Rejects the assignment if it is not 
permanent. 

2. Rejects the assignment if a previous 
assignment to 2311 or 2314 for the same 
logical unit still exists (has not been 
closed) . 

3. Rejects the assignment if SYSRDR or 
SYSIPT are assigned to disk and a disk 
assignment already has been made for 
the other or both. (SYSRDR and SYSIPT 
must be a single combined file if both 
are on disk.) 

4. OPENS the file. If input, the labels 
are checked. If output, DASD labels 
are written. Also, information is 
placed into the supervisor disk 
information block (DIB) for the problem 
program OPEN, and for monitoring of 
file operations by physical IOCS. 

5. Unassigns the unit and requests further 
operator commands if the OPEN is 
unsuccessful. 



SUPERVISOR FOPT MACRO PARAMETER 



NO ) 
SYSFIL = <J 2311 V[,ni,n 2 ] 
2314) 

Specifies if system input and system output 
(SYSRDR, SYSIPT, SYSLST, SYSPCH) files may 
be assigned to a 2311 or 2314. 
Specification of either gives support for 
both. If MPS=BJF in SUPVR macro, support 
is given for foreground logical units when 
running in batched mode. 

n ± = residual capacity for beginning of 

operator notification when SYSLST is 
assigned to 2311 or 2314. 
100<n ± <65536. If n ± is omitted, 1000 
is assumed. 

n 2 = residual capacity for beginning of 

operation notification when SYSPCH is 
assigned to 2311 or 2314. 
100<n 2 <65536. If n 2 is omitted, 1000 
is assumed. 

The job control command of SET with the 
RCLST and RCPCH operands, can change these 
values at any time after IPL. 
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DISK INFORMATION BIOCK (DIB) 



The DIE illustrated in Figure 3 is built in 
the supervisor I/O table area at generation 
tiire if the SYSFIL option was selected. It 
performs a recordkeeping function on system 



class units assigned to a DASD. The DIB 
contains the current seek address when the 
system is operating in a batched job 
environment. The block is initialized by 
job control with extent information and is 
updated by physical IOCS. 



SYSLNK 

SYSIN 

SYSPCH 

SYSLST 

Number 
of Bytes 



Current Address 
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Not used 



KEY: 



Current Address 

End Address 

R 

U.L. 

L.L. 

R.C. 



KDD 



The next address to be used (for both input and output). 

The last address within the limits of the extent. 

Maximum number of records per track. 

Upper head limit 

Lower head limit 

Record Count- residual capacity for beginning of operator notification. 

This is set at system generation time with the SYSFIL parameter, or after 

IPL with the SET statement (RCLST and/or RCPCH operands). A warning 

message is issued by job control after end-of-job step when the minimum 

number of remaining records has been reached or exceeded during the 

previous job. 

Key and data length for the symbolic device. 



KDD for SYSIN = X'000050' 
KDD for SYSPCH = X'000051 ' 
KDD for SYSLST = X'000079' 

Bytes 96 and 97 (X'60 1 - '61 ') of the communications region contain the address of the SYSLNK entry. 
Label DSKPOS identifies the first byte of the table. 

Figure 3. Disk Information Block (DIB) Table 
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SYSTEM RESIDENCE ORGANIZATION AND PRIVATE LIBRARIES 



This section presents the organization of a 
disk resident system as received from the 
Program Information Department (PID) and 
after system generation. The disk resident 
system may be on a 2311 or a 2314 disk 
pack, certain areas of which are 
predefined: 

1. IPL . This area contains the IPL 
bootstrap program and the volume 
label. 

2. System directory . This area contains 
the system master directory. It 
consists of records that show the 
status, location, description, and 
allocation of the core image library 
and its directory, and the starting 
addresses of the other directories in 
the system. This area also contains 
the IPL retrieval program ($$A$IPL2). 

3. System work area (Librarian area) . 
This area is reserved for use as a 
system work area by the linkage 
editor, job control, and the librarian 
programs . 

4. Transient directory . This area 
contains the directory of the 
transient routines in the core image 
library. 

5. Open (LIOCS) directory . This area 
contains a directory of the phases of 
the logical input/output control 
section (IIOCS) OPEN function. 

6. library-routine directory . This area 
contains a directory of the system 
programs in the core image library. 

7. Foreground program directory . This 
area contains a directory of the 
foreground program phases. 

8. Phase directory . This area is 
reserved for the directory of phases 
of a problem program. 

9. Core image directory . This area 
contains the directory of all the 
phases in the core image library. 



11. 



b. Linkage editor program ($LNKEDT) 

c. Librarian programs 

(1) Common library maintenance 

(MA INT) 

(2) Core image library catalog 
($LNKEDTC) 

(3) Relocatable library catalog 
(MAINTR2) 

(4) Library delete and rename 
(MAINTDR) 

(5) Source statement library 
catalog (MAINTS2) 

(6) Transient and library- routine 
directory update program for 
SYSRES ($MAINEOJ) 

(7) Private library condense check 
and status report (MAINTEJP) 

(8) Library condense (MAINTCN) 

(9) Store condense limits (MAINCL) 

(10) Library reallocation for 2311 
(MAINTA) 

(11) Copy system (CORGZ) 

(12) Source statement library 
single statement update 
(MAINTUP) 

(13) Directory service (DSERV) 

(14) Core image library service 
(CSERV) 

(15) Relocatable library service 
(RSERV) 

(16) Source statement library 
service (SSERV) 

d. Processing program: assembler 

Relocatable library directory . This 
area contains the directory of all the 
modules in the relocatable library. 



12. Relocatable library . This area 
contains programs in relocatable 
format (language translator output). 
All programs in the core image 
library, except the transients, are 
contained in this area. In addition, 
this area can contain the following 
programs: 

a . COBOL 

b. FORTRAN 
C RPG 

d. PL/I 

e. Sort/Merge 

f. Utilities 

g. Autotest 



10. Cere image library . This area 

contains the following programs, in 

cere image format: 

a. System control programs 

(1) IPL program ($IPIRT2) 

(2) Supervisor control program 
($$A$SUF1), includes PIOCS. 

(3) Job control program ($JOBCTLA) 



13. Source statement directory . This area 
contains the directory of all the 
books in the source statement library. 

14. Source statement library . This area 
contains books in source- language 
format. The books supplied are macro 
definitions in the assembler 
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sub-library. Included are the 
supervisor macros and the logical IOCS 
macros. 

15. Volume area . This file definition 

storage area (also referred to as the 
label cylinder) is on a separate 
cylinder. It contains standard and 
user labels for background and 
foreground partitions. 



System residence is contained in a 
contiguous area of the disk pack. The 
starting and ending addresses are: 

r t — t — t — t — n 

j |BB|CC|HH|R j 

I- +—+—+—+— I 

| Start |00|00|00|1 | 

I- +— +— 4— +-H 

j End |00|nn|tt|n j 

L J. X X X J 



SYSTEM RESIDENCE ORGANIZATION AFTER 
GENERATION 



Once system generation is completed, the 
user has a systeir residence specifically 
designed for his configuration and special 
features. 

Certain areas of any system residence do 
not change. Figure 4 shows the 
organization of a full system residence. 

• Items 1 through 10 and 15 in Figure 4 
are required in any system residence. 

• Items 1 through 9 have fixed locations. 

• Items 10 through 16 have variable 
locations that are dependent on the 
existence and allocation (size) of 
preceding iteirs. 

• Items 11-14 and 16 are optional. If 
one or both of the optional libraries 
(items 12 and 14) are not allocated the 
associated directory is not allocated. 

• The directory of each library-directory 
pair (items 9, 11, 13) starts on a new 
cylinder (CO at track (HH) 00. 

• The library of each library-directory 
pair starts on a new track (HH) and 
utilizes all of the last allocated 
cylinder (HH = 9) . 

• The volume area (item 15) requires a 
full cylinder. 



where: 

nn = the cylinder assigned to the 

volume area. nn depends on the 
allocation specified by the user 
for the core image, relocatable, 
and source statement library- 
directory pairs. 

tt = 09 for 2311 or 19 for 2314. 

n = the last record of the last track 
of the volume area. 



IPL 



Refer to IBM System/360 Disk Operating 
System, IPL and Job Control Programs , 
Program Logic Manual listed in the front of 
this manual, for information on IPL record 
formats. 



VOLUME LABEL 



The volume label contains the address of 
the Volume Table of Contents (VTOC) 
established when the pack was initialized 
(see field 5 in Figure 5) . A brief 
description of the VTOC appears in Appendix 
D. 
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NO. 




COMPONENT 


STARTING DISK ADDRESS 


NUMBER 
OF TRACKS 
(Allocation) 


R = REQUIRED 
0=OPTIONAL 




BB 


CC 


HH 


R 


1 


IPL Boot-strap Record 1 ($A$IPL1) 


00 


00 


00 


1 


1 


R 


IPL Bootstrap Record 2 ($ASIPLA) 


00 


00 


00 


2 


R 


Volume Label 


00 


00 


00 


3 


R 


User Volume Label 


00 


00 


00 


4 


O 


2 


System 
Directory 


Record 1 


00 


00 


01 


1 


1 


R 
R 
R 
R 


Record 2 


00 


00 


01 


2 


Record 3 


00 


00 


01 


3 


Record 4 


00 


00 


01 


4 


IPL Retrieval Program ($$A$IPL2) 


00 


00 


01 


5 


R 


3 


System Work Area (Librarian Area) 


00 


00 


02 




3 


R 


4 


Transient Directory ($$A and $$B Transients) 


00 


00 


05 






R 


5 


Open Directory ($$B0) 


00 


00 


06 






R 


6 


Library Routine Directory ($ Phasenames) 


00 


00 


07 






R 


7 


Foreground Program Directory (FGP) 


00 


00 


08 






R 


8 


Phase Directory (For Problem Program Phases) 


00 


00 


09 






R 


9 


Core Image Library Directory 


00 


01 for 2311 
00 for 2314 


00 for 231 1 
10 for 2314 




* 


R 


10 


Core Image Library 


00 


End of CI Directory 




* 


R 


X 


Y+l 


11 


Relocatable Library Directory 


00 


End of CI Library 




* 


O 


Z + l 


00 


12 


Relocatable Library 


00 


End of RL Directory 




* 


O 


X 


Y+l 


13 


Source Statement Library Directory 


00 


End of RL Library 




* 


O 


Z + l 


00 


14 


Source Statement Library 


00 


End of SS Directory 




* 


O 


X 


Y + l 


15 


Volume Area File Definition Storage Area 




End of SS Library 




2311:10 
2314:20 


R 


Z + l 


00 


16 






End of Volume Area 




* 


O 






Z+2 


00 



*AI location Dependent On User Requirements 
X = Ending CC of the Preceding Directory 
Y = Ending HH of the Preceding Directory 
7.- Ending CC of the Preceding Library 

Figure 4. System Residence Organization 
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u, 


2 


3 


4 


5 


6 


7 


8 


9 






Volume 




Data File 


Reserved 


Reserved 


Owner Name 








Number 




Directory 
(Disk Only) 






and Address Code 




o 


- 


(N 


CO 


■t 










o^ 
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- 


















o 


CN| 


















o 
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tn 
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■■? 


















o 

IT) 
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On 
IN. 



n 



-Volume I 

Label Label Volume 

Identifier Number Security 

Volume Label Format (80 bytes) for Tape or DASD, 

FIELD NAME AND LENGTH DESCRIPTION 



LABEL IDENTIFIER 
3 bytes 



VOLUME LABEL NUMBER 



byte 



VOLUME SERIAL NUMBER 



6 bytes 



VOLUME SECURITY 
1 byte 



Must contain VOL to indicate that 
this is a Volume Label. 

Indicates the relative position (1 - 8) 
of a volume label within a group of 
volume labels. 

A unique identification code which is 
assigned to a volume when it enters 
an installation. This code may also 
appear on the external surface of the 
volume for visual identification. It 
is normally a numeric field 000001 to 
999999, however any or all of the 6 
bytes may be alphameric. 

Indicates security status of the volume: 

= no further identification for each 

file of the volume is required. 

1 =further identification for each file 

of the volume is required before 
processing . 



FIELD NAME AND LENGTH 

5. DATA FILE DIRECTORY 

10 bytes 



RESERVED 
10 bytes 

RESERVED 



Not used 
by DOS 



10 bytes 

OWNER NAME AND 
ADDRESS CODE 
10 bytes 

RESERVED 
29 bytes 



DESCRIPTION 

For DASD only. The first 5 bytes contain 
the starting address (CCHHR) of the VTOC. 
The last 5 bytes are blank. For tape files, 
this field is not used and should be recorded 
as blanks. 

Reserved . 



Reserved. 



Indicates a specific customer, instal- j For display only 

lation and/or system to which the ( when VTOC is 

volume belongs. This field may be a ( displayed with 

standardized code, name, address, etc. ' DSPLYV . 

Reserved. 



Note 1: All reserved fields should contain blanks to facilitate their use in the future. Any information appearing in these fields at the present 
time will be ignored by the Disk Operating System programs as well as the Operating System/360 programs. 



Note 2: This figure illustrates only the data field of the label; for DASD, a 4- byte key field precedes this data field. 



SYSTEM DIRECTORY 



This directory consists of five records 
that make up the system master directory. 
Records 1 through 4 are 80 bytes in length. 



Figure 6 shows the record formats of the 
system directory records. 



SYSTEM WORK AREA (LIBRARIAN AREA) 



Record 1 contains information describing 
the core image library and directory. 
Records 2 and 3 contain the starting 
address of the relocatable library 
directory and the source statement library 
directory, respectively. Record 4 is not 
used. Record 5 is the IPL retrieval 
program ($$A$IPL2). 



This 3-track area is reserved as a work 
area for the librarian programs and job 
control. The format of the records in the 
librarian area depends on the program using 
the area at a specific time. Figure 7 
shows the record formats that may be found 
in the librarian area. 



Format of records 1-3 (Record 1 contains core image directory and library information; record 2 contains the relocatable directory starting address; 
record 3 contains the source statement directory starting address.) 



15 



23 



30 



37 



44 



48 



52 



56 



60 



64 66 68 70// 78 



79 



BBCCHHR 



BBCCHHRE 



BBCCHHRE 



BBCCHHR 



BBCCHHR 



BBCCHHR 



XXXX 



XXXX 



XXXX 



XXXX 



XXXX 



XX 



CC 



TT 



RESERVED 



il- 



7 



10 



12 



13 14 15 



16 



Fields (If no library is allocated, the first byte contains a blank and the remainder of the record contains zeros. 

1 . Starting address of the directory. (This is the only field used in records 2 and 3.) 

2. Address of the next available entry in the directory. 

3. Ending address of the directory including last entry. 

4. Starting address of the library. 

5. Address of next available record in the library. 

6. Ending address of the library. 

7. Number of active entries In the directory. 

8. Number of blocks allocated for the library. 

9. Number of active blocks in the library. 
10. Number of deleted blocks in the library. 

1 1 . Number of blocks available for additions. 

12. Automatic condense limit. 

13. Total number of cylinders for the directory and library. 

14. Number of tracks for the directory. 

15. Reserved. 

16. Address of the file definition storage cylinder (label cylinder), C. 



Record 4 (Not used; 80 bytes) 



Record 5 (IPL retrieval program - $$A$IPL2) 



Figure 6. System Directory Record Formats 
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Each 
Track 



As used by Job Control 








Block 1 


Block 2 


Block 3 


I ™ 


" 




"*•■—-—■ — 



















Block 2 


1 Entry (20 Bytes) 




Phase 
Name 


Load 
Address 


No. of 
Blocks 


Entry 
Address 


CI Library 
Address (CHR) 


Length of 
Last Block 


Number 
of Bytes 


8 


3 


1 


3 


3 


2 



As used by Linkage Editor ($LNKEDTA phase; this phase changes the entries to Core Image Directory 
format before exiting to Job Control or $LNKEDTC) 



Each 
Track 


Block 1 


Block 2 


Block 3 


Block 4 


Block 5 


E 


lock X 












Unblocked Phase Entr 


ies (24 Bytes Each) 










Phase 
Name 


Entry 
Address 


No. of 
Blocks 


Length 
of Last 
Block 


CI Library 
Address 


Load 
Address 




NNNNNNNN 


EEEE 


BB 


LL 


CHHR 


LLLL 


Number 
of Bytes 


8 


4 


2 


2 


4 


4 



Note: This area is also used by the Reallocation Program (MAINTA) for temporary storage of the Volume Label 
Figure 7. System Work Area Record Formats 



TRANSIENT DIRECTORY 



OPEN DIRECTORY 



This single track directory contains 
entries for the A and E transient routines, 
which are located in the core image 
litrary- The entries in this directory are 
taken from the core image library 
directory. A separate directory permits 
faster retrieval of the A and B transients. 

The core image litrary phases that are 
referenced in this directory have a phase 
naire prefixed ty $$A (type A transients) or 
$$B (type B transients). This directory 
has a maximum capacity of 144 entries for 
the 2311, or 270 entries for the 2314. 
Track format is identical to the core image 
litrary directory (see Figure 8). 



This single track directory contains 
entries for the LIOCS open phases located 
in the core image library. The entries in 
this directory are taken from the core 
image library directory. A separate 
directory permits faster retrieval of LIOCS 
open phases. The core image library phases 
referenced in this directory have phase 
names prefixed by the characters $$BO. 
This directory has a maximum capacity of 
144 entries for the 2311, or 270 entries 
for the 2314. Track format is identical to 
the core image library directory (see 
Figure 8). 
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LIBRARY ROUTINE DIRECTORY 



This single-track directory contains 
entries for frequently used core image 
library phases, such as job control, 
linkage editor, etc. The entries in this 
directory are taken from the core image 
library directory. A separate directory 
permits faster retrieval of these phases. 
The core image library phases that are 
placed in this directory have a phase name 
prefixed by a $ (for example, $LNKEDT) . 
This entry has a maximum capacity of 144 
entries for the 2311, or 270 entries for 
the 2314. Track format is identical to the 
core image library directory (see Figure 
8). 



FOREGROUND PROGRAM DIRECTORY 



2. The first four characters of the name 
of each phase of a program must be 
identical to the first four characters 
of the program name. All eight 
characters of the first phase name 
must be identical to the program name. 



Example: WXYZPROG 

WXYZPROG - phase 1 

WXYZPH1 - phase 2 

WXYZPH2 - phase 3 

The maximum capacity of this directory 
is 144 entries for the 2311 or 270 entries 
for the 2314. Track format is identical to 
the core image library directory (see 
Figure 8). 



This single track directory contains 
entries for the foreground program phases 
located in the core image library. The 
entries in this directory are taken from 
the core image library directory. A 
separate directory permits faster retrieval 
of foreground program phases. The core 
image library phases referenced in this 
directory have phase names prefixed by the 
characters FGP. This directory has a 
maximum capacity of 144 entries for the 
2311, or 270 entries for the 2314. Track 
format is identical to the core image 
library directory (see Figure 8). 



PHASE DIRECTORY 



This single track directory contains 
entries for the phases of the current BG 
prcbleir program. The entries in this 
directory are constructed by job control 
before each job step is executed in the 
background partition only. They are taken 
from the core image library directory. A 
separate directory permits faster retrieval 
of the phases of a program. 

The phase naming conventions used to 
permit the use of the phase directory are: 

1. All program names must be unique in 
the first four characters. 



CORE IMAGE LIBRARY DIRECTORY 



This directory consists of one or more 
tracks, depending on the allocation 
specified by the user. It contains one 
entry for each of the phases in the core 
image library. 



Note : A phase is an overlay of a 
multiphase program or a complete program if 
not multiphase. 

Each directory entry describes one phase 
in the core image library and contains: 

• Phase name 

• Loading address 

• Number of blocks 

• Entry point 

• Starting disk address in the core image 
library 

• Length of last block. 

Figure 8 shows the track, block, and 
entry format of the core image library 
directory. 
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Field 

1 . Phase Name 

2. Loading Address 

3. Number of Blocks 

4. Entry Point 

5. Phase Address 



6. Number of Bytes in the 
Last Block 



8 characters from the PHASE card, (an * in the first byte indicates the logical end of 
the directory). 

3- byte hexadecimal storage address provided at linkage edit time. (Can be overridden 
at object time). 

The number of physical records (blocks) required to contain the phase in the core image 
library . 

3- byte hexadecimal storage address of the first instruction to be executed. Provided at 
linkage edit time (can be overridden at object time). 

Starting disk address of the first block of the phase in the core image library. The 3- byte 
address (CHR) is expanded to 5 bytes (0C0HR) by the using routine. 

Each block of a phase contains 1728 bytes of data (2311) or 1 688 bytes of data (2314). 
Only the last block may contain fewer data bytes. 



Figure 8. Core Image Directory Format 
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CORE IMAGE LIBRARY 



The core image library consists of five or 
more tracks, depending on the allocation 
specified by the user. For the 2311, each 
track contains two blocks with a maximum 
capacity of 1728 bytes each. For the 2314, 
each track contains four blocks with a 
maximum capacity of 1688 bytes each. The 
number of programs (phases) and the size of 
each program to be contained in the core 
inage library dictates the number of 



cylinders that must be allocated. Each 
program starts with a new block and only 
the last block of a program can contain 
less than 1728 bytes of data for the 2311 
or 1688 bytes of data for the 2314. 

Note : A phase is an overlay of a 
multiphase program or a complete program if 
not multiphase. 

Figures 9 and 10 show the organization 
of the core image library for the 2311 and 
the 2314, respectively. 



r 



First Track 


Block 1 


Block 2 


PHASE A 


PHASE A 


Block 1 
of 

Phase A 
(1 728 Bytes) 


Block 2 
of 

Phase A 
(1728 Bytes) 



Core Image Directory 



Core Image Library 



Relocatable Library Directory 



Second Track 


Block 1 


Block 2 


Phase A 


Phase B 


Block 3 
of 

Phase A 
(* Bytes) 


Block 1 
of 

Phase B 
(* Bytes) 



nth Track 


Block 1 


Block 2 


Phase N 


Next Phase to be 
cataloged, starts 
here 

(1 728 Bytes) 


Block x 
of 

Phase N 
(* Bytes) 



J 



The last block of each phase can 
contain less than 1728 bytes of data. 



Last Track 




Track 09 of last core image library cylinder 


Block 1 

(1728 bytes) 

- 


Block 2 
(1728 Bytes) 



Figure 9. Core Image Format for 2311 
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The last block of each phase can 
contain less than 1688 bytes of data. 
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Block 1 
of 

Phase B 
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of 
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nth Track 
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Next Phase to be 
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(1688 Bytes) 
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Track 1 9 of last core image library cylinder 
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(1688 Bytes) 
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(1688 Bytes) 


Block 4 
(1688 Bytes) 



Figure 10. Core Image Library Format for 2314 



RELOCATABLE LIBRARY DIRECTORY 



This directory consists of one or more 
tracks, depending on the allocation 
specified ty the user. It contains two 
types of information: 

1. System directory information for the 
relocatable directory and library. 
This information will occupy the first 
five entries of the first record in 
the relocatable directory. 

2. An entry that describes each module in 
the relocatable library and contains: 



a. Module name (see Note ) 

b. Total number of text-record blocks 
required to contain this module 

c. Starting disk address of the first 
text- record of this module 

d. Change level identification. 



Note : A module is the output of a complete 
language translator run. 



Figure 11 shows the track, block, and 
entry format of a single track in the 
relocatable library directory. 
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The first five entries of the first block contain the following information: 
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Field 

1 . Starting address of the directory. 

2. Address of the next available entry in the directory. 

3. Ending address of the directory including last entry. 

4. Starting address of the library. 

5. Address of next available record in the library. 

6. Ending address of the library. 

7. Number of active entries in the directory. 

8. Number of blocks allocated for the library. 

9. Number of active blocks in the library. 

10. Number of deleted blocks in the library. 

1 1 . Number of blocks available for additions. 

12. Automatic condense limit for the library. 

13. Total number of cylinders for the directory and library. 

14. Number of tracks for the directory. 

15. Reserved. 



Entries numbered 6 through 20 of the first block and all entries of the remaining blocks have the following format: 
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Fieid 

1 . Module name 

2. Number of blocks 

3. Disk address 

4. Change level 



8 characters from the "CATALR" control statement. An * in the first character indicates the logical end of the directory. 

Total number of text records (BLOCKS) required to contain this module. 

Starting disk address of the first text record (BLOCK) of this module in the relocatable library. 

Module identification. 



Figure 11. Relocatable Library Directory Format 
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RELOCATABLE LIBRARY 



The relocatable library consists of five or 
irore tracks, depending on the allocation 
specified by the user. The number of 
modules and the size of each module to be 
contained in this library dictates the 
number of tracks that must be allocated. 



Each allocated track contains nine blocks 
(2311) or 16 blocks (2314) , and each block 
has a fixed length of 322 bytes. Each 
module starts with a new block but not 
necessarily a new track. 

Figures 12 and 13 show the organization 
of the relocatable library for the 2311 and 
the 2314, respectively. 
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Figure 12. Relocatable Library Format for 2311 
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Relocatable Library Directory 



Relocatable Library 



Source - Statement Library Directory 
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Module D Overflowed to Next Track 
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Figure 13. Relocatable Library Format for 2314 



SOURCE STATEMENT LIBRARY DIRECTORY 



This directory consists of one or more 
tracks, depending en the allocation 
specified by the user. It contains two 
types cf information: 

1. System directory information for the 
source-statement directory and 
library. This information occupies 
the first five entries of the first 
record in the source- statement 
directory. 



block of this book 

Total number of blocks required to 

contain this book in the source 

statement library 

Change level identification. 



Note 1 ; A book is a sequence of source 
language statements, in compressed card 
image format, accessed by a single name. 
See the figure entitled Compressed Format 
for Source Statement Library in the DOS 
Librarian PLM listed on the front cover of 
this manual. 



2. An entry that describes each book (see 
Note 1 ) in the source statement 
library and contains: 

a. A sublibrary prefix - any 
alphameric character, $, #, or a, 
except A and C (see Note 2 ) 

b. Book name 

c. Starting disk address of the first 



Note 2 : A and C are reserved for assembler 
and COBOL, respectively. 



Figure 14 shows the track, block, and 
entry format of the source statement 
library directory. 
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The first five entries of the first block contain the following information: 
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Field 

1 . Starting address of the directory. 

2. Address of the next available entry in the directory. 

3. Ending address of the directory including last entry. 

4. Starting Address of the library . 

5. Address of next available record in the library. 

6. Ending address of the library. 

7. Number of active entries in the directory. 

8. Number of blocks allocated for the library. 

9. Number of active blocks in the library. 
10. Number of deleted blocks in the library. 

1 1 . Number of blocks available for additions. 

12. Automatic condense limit for the library. 

13. Total number of cylinders for the directory and library. 

14. Number of tracks for the directory. 
1 5 . Reserved . 



Entries numbered 6 through 10 of the first block and all entries of the remaining blocks have the following format: 
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Field 

1 . Sub library prefix 

2 . Book name 

3. Disk address 

4. Number of blocks 

5. Change level 



Any alphameric character, $, % , or @, except "A" for the assembler, and "C" for COBOL. 
An * in this field indicates the logical end of the directory. 

8 characters from the "CATALS" control statement. 

Starting disk address of the first block of this book. 

The total number of blocks required to contain this book in the source statement library. 

Book identification. 



Figure 1*1.. Source Statement Library Directory Format 
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SOURCE STATEMENT LIBRARY 



The source statement library consists of 
five or more tracks, depending on the 
allocation specified by the user. The 
nuirber of books and the size of each book 
to be contained in this library dictates 
the nuirber of tracks that must be 
allocated. Each track contains 16 blocks 
|(2311) or 27 blocks (2314), and each block 
has a fixed length of 160 bytes. Each book 



starts with a new block but not necessarily 
a new track. Each book in the source 
statement library contains compressed 
card-images of the source language input to 
the assembler or COBOL language 
translators. A compressed card image can 
overflow from one block to another. 



Figures 15 and 16 show the organization 
of the source statement library for the 
2311 and the 2314, respectively. 
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Figure 15. Source Statement Library Format for 2311 
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Figure 16. Source Statement Library Format for 2314 



VOLUME AREA 



The volume area consists of ten tracks 
(2311) or twenty tracks (2314) on a 
separate cylinder. It contains background 
and foreground user and standard label 
information. 

Figure 17 shows the latel cylinder 
format for both devices. 



PRIVATE LIBRARIES 



Two types of private directories and 
libraries are supported: 

1. Private relocatable library directory 
and private relocatable library. 

2. Private source statement library 
directory and private source statement 
library. 

The private libraries may be on SYSRES; if 
not, they must be on the same type disk 



pack (2311 or 2314) as the system residence 
pack. 



Several private libraries may be on the 
same disk pack, but in such cases they must 
have different file identifications. For 
example, if two private source statement 
libraries have the same file name IJSYSSL, 
their file identifications could be ONEPRSL 
and TWOPRSL. The directory of each 
library-directory pair starts at the lower 
limit of the file and consists of the 
number of tracks specified in the ALLOC 
control card. The library of each 
library- directory pair starts on the track 
following the last track used by its 
directory and uses the rest of the 
cylinder (s) specified in the ALLOC control 
card. The library- directory pairs thus 
have the same format as the system 
libraries on SYSRES. 

The contents and organization of the 
private directories and libraries are the 
same as that for SYSRES: 

1. Private relocatable library directory 
- See Figure 11 and preceding text. 
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Figure 17. Label Cylinder (Volume Area) 
Track Allocation 



2314 
Only 



2. Private relocatable library - See 

Figures 12 and 13 and preceding text. 



3. Private source statement library 
directory - See Figure 14 and 
preceding text. 



4. Private source statement library - see 
Figures 15 and 16 and preceding text. 



Private libraries are created by the 
copy system program CORGZ (see Librarian 
Organization in Librarian Maintenance and 
Service Programs, Program Logic Manual 
listed on the front cover) . The 
maintenance and service functions that may 
be performed on a private library are: 



Maintenance 

a. Catalog (MAINTR2, MAINTS2) 

b. Delete (MAINTDR) 

c. Rename (MAINTDR) 

d. Condense (MAINTCN) 

e. Set Condense Limits (MAINTCL) 

f . Status Report (MAINTEJP) 

g. Single Statement Update in Source 
Statement Library (MAINTUP) 



2. Service 

a. Relocatable Library Service 
(RSERV) 

b. Source Statement Library Service 
(SSERV) 

c. Directory Service (DSERV) 

All these maintenance and service 
functions are the same for private 
libraries as they are for system libraries. 
Reference can be made to a private library 
only if SYSRLB and/or SYSSLB are assigned 
for relocatable and source statement 
libraries, respectively. When either of 
these assignments are made, the 
corresponding system library cannot be 
changed. 
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CONTROL PROGRAMS 



INITIAI PROGRAM LOADER (IP1) 

The IPL prograir must te executed each time 
it is necessary to load a new supervisor 
control prograir or to change the channel 
and unit assignment for SYSRES. 

The IPL prograir: 

1. Operates in the supervisor mode. 

2. Loads supervisor into core from 
SYSRES. 

3. Performs any ADDs and DELETES of 
devices to the supervisor PUB table. 

4. Sets the date and time of day (if 
supported) into supervisor 
communications region. 

5. Places the system in the problem mode. 

6. Exits to EOJ when it is finished. 



• Assigning device address to symbolic 
units. 

• Setting up fields in the 
communications region(s). 

• Editing and storing volume and file 
label information. 

• Preparing for restarting checkpointed 
programs . 

• Clearing the problem program area to 
binary zero between job steps. 

Job control is executed in the problem 
program area and is overlaid by the job 
step it is preparing to execute. For 
detailed information and flowcharts, see 
the IPL and Job Control Program Logic 
Manual listed in the front of this manual. 



For detailed information and flowcharts, 
see the IPL and Job Control Program Logic 
Manual listed en the front cover. 



JOE CONTROL PROGRAM 



The job control program provides job-to- job 
transition for: 

• Background programs 

• Foreground programs if BJF 
(batched- job-foreground) option is 
specified. 

This prograir also prepares job steps for 
execution. (One or more programs can be 
executed within a single job. Each such 
execution is called a job step .) 

For foreground programs operating in 
other than BJF environment, job-control 
type functions are performed by the single 
program initiator. 

Job control performs various functions 
on the basis of information provided in job 
ccntrol statements. These functions are: 

• Preparing the system for execution of 
programs in a batched job environment. 



SUPERVISOR 



The supervisor program operates with 
problem programs when job processing 
(problem program execution) occurs. The 
supervisor program is divided into two 
parts: 

1. the resident part called the 
supervisor nucleus 

2. the nonresident part called a 
supervisor transient . 

The nucleus is loaded into main storage 
at IPL time and remains there throughout 
job processing. A transient (one of many) 
is loaded from the core image library of 
SYSRES on an as-needed basis. When a 
transient has finished performing its 
service, it can be overlaid by some other 
transient when some other type of service 
is required. This technique maximizes the 
use of main storage allotted to the 
supervisor. The basic functions performed 
by the supervisor are: 

• Storage protection (required for 
multiprogramming) 

• Interrupt handling 

• Channel scheduling 

• Device error recovery 
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• Operator communications 

• Program retrieval (fetch or load) 

• End-of-jofc processing 

• Timer services (optional) 

• Error logging and recovery (optional) 

Each installation must generate its own 
tailor-made supervisor by means of a 
one-time assembly. Supervisor generation 
macros control the generation of the 
supervisor control program. Reassembly is 
required whenever the user wants to change 
the capability of the supervisor- An 
example of this is when the installation 
configuration changes. 

All functions except certain 
interruption handling (SVC, I/O, and 
machine check) are available to the problem 
prcgrair by issuing macro instructions. The 
programmer is not concerned with machine 
interruption conditions, because these are 
handled automatically by the supervisor. 



Error logging and recovery procedures 
are done by the I/O Error Logging (ERRLOG) 
and Machine Check Recording and Recovery 
(MCRR) routines. These routines collect 
information about the reliability of the 
hardware. The environment records produced 
facilitate diagnosis and repair of a system 
and thus reduce the occurrence of 
interruptions due to hardware failure. The 
system recovery portion of the MCRR 
function reduces the number of conditions 
that cause the system to enter an 
uninterruptable wait state. System 
recovery is accomplished by canceling all 
affected partitions. 



The supervisor also contains a 
communication region for holding 
information useful to problem programs and 
to the Supervisor itself. 



For detailed information and flowcharts, 
see the Supervisor and Physical and Logical 
Transients Program Logic Manual listed in 
the front of this manual. 
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LINKAGE EDITOR PROGRAM 



All programs to be executed in the DOS 
environment must be linkage-edited and 
stored in the core image library before 
they can be executed. The linkage-edit 
function is accomplished by the linkage 
editor program operating in one of three 
ircdes: 

1. Catalog mode . An object module is 
linkage-edited and permanently stored 
in the core image library. The core 
image and system directories are 
updated in this mode of operation. 

2. load and execute mode . An object 
module is linkage-edited for temporary 
storage in the core image library and 
is immediately executed . 

3. Assemble and execute mode . A source 
module is assembled or compiled. The 
object module (output) is 
linkage-edited for temporary storage 
in the core image library and is 
immediately executed . 

Note: When operating in modes 2 or 3, the 
core image and system directories are not 
updated. 



The extent of the editing function 
performed depends on the structure of the 
input program. The simplest case is that 
of a single-module program. The linkage 
editor has only to edit the program, 
creating a single phase entry in the core 
image format. In more complex situations, 
the operation may involve linking together 
and relocating multiple-control sections 
from separate assemblies to produce a 
number of separate phases. The linkage 
editor resolves all linkages (symbolic 
reference) between segments of the program 
and relocates the phases to load at 
specified main-storage locations. 



To facilitate writing and testing large 
programs, assembled program modules 
cataloged in the relocatable library can be 
combined with other modules from SYSIPT 
(card, tape, or disk) . 



The linkage editor program is called by 
job control when a // EXEC LNKEDT control 
statement is read. Control is always 
returned to job control when the 
linkage-edit function is completed. 
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LIBRARIAN PROGRAMS 



The litrarian programs organize, maintain, 
and service the system libraries and 
directories of the Disk Operating System 
and, when desired, create, maintain, and 
service private libraries and directories. 
These programs are collectively referred to 
as the librarian . The system residence 
(SYSRES) can contain three separate 
libraries, each with its own directory: 



1. Core Image library . All programs in 
the system (IBM-supplied and user 
programs) are loaded from this library 
by the system leader routine of the 
supervisor. 



2. Relocatable library . This library 
stores object modules which can be 
used for subsequent linkage with other 
program modules. A complete program 
of one or more modules can be placed 
in this library. 

3. Source Statement library . This 
library stores IBM-supplied macro 
definitions and user-defined source 
statements routines (such as macro 
definitions) in the resident pack 
built to provide extended 
program-assembly capability. 

The core image library is required for 
each disk-resident system. The other two 
libraries are not required for operating a 
system. 

Private relocatable libraries (SYSRLB) 
and private source statement libraries 
(SYSSLB) , each with its own directory, are 
also supported. Private libraries are in 
the same format as the system libraries and 
may be on the same pack as SYSRES. If they 
are not on the SYSRES pack, they must be on 
a pack of the same type as SYSRES. Refer 
to System Residence Organization and 
Private Libraries in this manual. 



ORGANIZATION PROGRAMS 



The copy system program (CORGZ) is the only 
program in this category. It is fetched by 
job control when the // EXEC CORGZ control 
statement is read. CORGZ copies SYSRES 
either selectively or completely onto 
SYS002. It merges from one library to 
another, either selectively or completely, 
without the necessity of generating punched 
card output and recataloging. CORGZ also 
creates private files and copies SYSRES 
portions onto SYSRLB and/or SYSSLB. A 
complete copy onto SYS002 generates backup, 
a selective copy generates a reduced system 
that is to be used for a specific purpose. 

The CORGZ program has the additional 
capability of performing the reallocation 
function. 

Upon completion of the copy run onto 
SYS002, the CORGZ program fetches $MAlNEOJ 
to update the transient and library-routine 
directories on SYSRES and to print the 
system status report of the new SYSRES. If 
the copy was for private files, MAINTEJP is 
fetched to print the private status report. 

The CORGZ program has six phases. 
CORGZ, the root phase, contains tables and 
switches necessary to interface between its 
related processing phases. C0RGZ1 handles 
the control card scan (except MERGE) and 
creates directories in preparation for 
fetching CORGZ2 to build libraries. CORGZ3 
processes the MERGE card and fetches either 
CORGZU or C0RGZ5, which open files for 
merging relocatable or source statement 
libraries, respectively, and initialize the 
proper interfacing tables and switches. 



MAINTENANCE PROGRAMS 



The librarian is divided into three 
groups by major function: 

1. Organization programs 

2. Maintenance programs 

3. Service programs 

For detailed information and flowcharts, 
see the librarian Maintenance and Service 
Programs Program logic Manual listed in the 
frcnt cf this manual. 



These programs perform the functions that 
catalog, delete, rename, update, reallocate 
and condense the libraries : 

1. Common library maintenance program 
(MAINT) . 

2. Core image library catalog program 
($LNKEDTC) 

3. Relocatable library catalog program 
(MAINTR2) . 
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Source statement library catalog 
program (NAINTS2). 



Delete or renaire program for all 
libraries (NAINTDF.) . 



6. System reallocation program (MAINTA) . 



7. Set condense limits program (MAINTCL) 



8. Library condense program (MAINTCN) 



Update sub-directories and print 
status report program for SYSRES 
($NAINEOJ). 



10. Private library condense check and 
status report program (NAINTEJP) . 



11. Source statement library single 

statement update program (MAINTUP) 



• ALLOC Fetch MAINTCN. 

MAINT fetches MAINTCN when 
an ALLOC statement is 
read. MAINTCN performs 
the library condense 
function before fetching 
MAINTA to perform the 
reallocation function 
specified by the ALLOC 
control statement. 

• RDRCTL This statement results in 

the same functions as a /* 
or /£ statement: 

1. Fetch MAINTEJP if any 
private libraries were 
assigned. 

2. Cancel if a private 
status report was 
made. 

3. Fetch job control if 
no private library was 
assigned. 

$LNKEDTC is called by the linkage editor 
if the job control bit is on for the CATAL 
option. 



COMMON LIBRARY MAINTENANCE PROGRAM (MAINT) 



This program is in storage during the 
execution of all system maintenance 
functions except $LNKEBTC and $MAINEOJ. It 
is called by job control when a // EXEC 
MAINT control statement is read or by 
$NAINEOJ if an automatic condense is 
required. 

The primary function of MAINT is to 
fetch the correct maintenance program to 
perform a specific maintenance function. 
This is accomplished by reading and 
analyzing control statements from SYSIPT. 
The following is a list of control 
statements acceptable to MAINT: 



RENAMC 
RENAMR 
RENAMS 
DELETC 
DELETR 
DEIETS 



• CATALR 

• CATALS 

• CONDL 

• UPDATE 

• CONDS 



Fetch MAINTDR 

Fetch MAINTR2. 
Fetch MAINTS2. 
Fetch MAINTCL. 
FETCH MAINTUP 



CORE IMAGE LIBRARY CATALOG PROGRAM 
($LNKEDTC) 



$LNKEDTC is called by $LNKEDTA when the 
option catalog bit is on (displacement 57 
in the supervisor communications region) . 
$LNKEDTC catalogs the program to the core 
image library by adding an entry to the 
core image directory for each phase of the 
program being cataloged. The phase entries 
are built by a previous phase of the 
linkage editor in the system work area 
(also referred to as the librarian area). 
Refer to Figure 4 for the location of the 
system work area. If a phase being 
cataloged has the same name as a phase 
already in the directory, the phase in the 
directory is deleted by $LNKEDTC. 

Refer to Figure 6 for the format of 
system directory records, refer to Figure 7 
for system work area record formats, and 
refer to Figure 8 for the format of the 
core image directory. 



RELOCATABLE LIBRARY CATALOG PROGRAM 
(MAINTR2) 



This program is fetched by MAINT, when a 
CATALR statement is recognized, to catalog 
a module in the relocatable library on 
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SYSRES or on SYSRLB if it was assigned. 
When fetched, MAINTR2 shares the background 
problem program area with MAINT. When the 
catalog is completed, control is returned 
to MAINT to read another card. 



SOURCE STATEMENT LIBEABY CATALOG PROGRAM 
(MAINTS2) 



MAINT detects the ALLOC control 
statement and fetches MAINTCN to condense 
all libraries (on 2311 or 2314) before 
fetching MAINTA. When fetched, MAINTA 
overlays MAINTCN and shares the problem 
program area with MAINT. If the disk drive 
is a 2314, MAINTA ignores the reallocation 
request and returns control to MAINT. If 
the disk drive is a 2311, the reallocation 
is performed and control is then returned 
to MAINT. 



This program is fetched by MAINT when a 
CATALS statement has been read to catalog 
books to the source statement library on 
the system residence or private files. 
When fetched, NAINTS2 shares the problem 
program area with MAINT. Control is 
returned to MAINT when the catalog is 
completed. 



DELETE AND RENAME FOR ALL LIBRARIES PROGRAM 
(NAINTDR) 



SET CONDENSE LIMITS PROGRAM (MAINTCL) 



This program is fetched by MAINT when a 
CONDL statement is recognized. When 
executed, MAINTCL stores library condense 
information in the system directory of the 
system residence or private file. This 
stored information is used by $MAINEOJ or 
MAINTEJP to determine if an automatic 
condense is required. 



MAINTDR is fetched by MAINT upon 
recognition of a DELET or RENAM statement. 
The delete function is performed by 
blanking the name area of the appropriate 
phase (s), module(s), or book(s). The 
rename function is performed by replacing 
the old name of the phase, module, or book 
with the specified new name. Upon 
completion of the specified deleting or 
renaming, control is returned to MAINT. 



LIBRARY CONDENSE PROGRAM (MAINTCN) 



This program is fetched by MAINT to perform 
the condense function for the system 
residence and private libraries. When 
fetched, MAINTCN shares the problem program 
area with MAINT. 

The CONDS control statement specifies 
that one of the following condense 
functions must be performed and that 
control is returned to MAINT: 



SOURCE STATEMENT LIBRARY SINGLE STATEMENT 
UPDATE PROGRAM (MAINTUF) 



Condense all libraries 



• Condense selected libraries 



This program is fetched by MAINT when an 
UPDATE card is read to add, delete, and 
replace statements in books of the system 
residence or private source statement 
library. When fetched, MAINTUP shares the 
problem program area with MAINT. Provision 
is made for change level verification and 
for statement resequencing. Upon 
completion of this phase, control is 
returned to MAINT. 



• Condense a specific library 

MAINTCN is also fetched by MAINT (via 
$MAINEOJ for automatic condensing) , £>y 
MAINTEJP for private library automatic 
condensing, or by MAINT when an ALLOC 
control statement is read. When the last 
condition exists, all SYSRES libraries are 
condensed and MAINTA is fetched when the 
condense is completed. 



SYSTEM REALLOCATION PROGRAM (MAINTA) 



UPDATE SUB-DIRECTORIES PROGRAM ($MAINEOJ) 



MAINTA is fetched by MAINTCN when an ALLOC 
control statement is detected by MAINT. 
The reallocation function is used to 
redefine the sizes of the libraries and 
directories of the system residence file on 
the 2311 only. 



This program may be fetched by MAINTCN (in 
the case of an automatic condense) , by job 
control (via the MAINT phase), or by CORGZ. 
It updates the transient, foreground 
program, open, and library- routine 
directories, and it prints the SYSRES 
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system status report on SYSLST after the 
ccirpleticn of any maintenance run for 
SYSRES or a copy system function to SYS002. 



PRIVATE LIBRARY CONDENSE LIMIT CHECK AND 
STATUS REPORT PROGRAM (MAINTEJP) 



assigned, the program also prints private 
status report(s). The program then 
displays the contents of the specified 
system directories from SYSRES. If private 
libraries were assigned, the program also 
displays the directories from SYSRLB 
and/or SYSSLB. Any combination of 
directories can be displayed, depending on 
libraries assigned and operands specified. 



This program may be fetched by CORGZ or 
MAINTCN, or by N.AINT at the end-of- job-step 
where private libraries were assigned. If 
the program is fetched by MAINT or MAINTCN, 
MAINTEJP checks the condense limits and 
fetches MAINTCN if necessary. It also 
displays the private status report on 
SYSLST. If MAINTEJP is fetched by CORGZ, 
cnly the display function is performed. 



CORE IMAGE LIBRARY SERVICE PROGRAM (CSERV) 



This program displays and/or punches 
phases, programs, or the complete core 
image library. 



SERVICE PROGRAMS 



These programs perform the functions of: 



Displaying and/or punching phases from 
the core image library, modules from 
the system residence and private 
relocatable libraries, and books from 
the system residence and private 
source statement libraries. 



RELOCATABLE LIBRARY SERVICE PROGRAM (RSERV) 



This program displays and/or punches 
modules, programs, or the complete 
relocatable library of SYSRES or SYSRLB. 



Displaying the contents of any or all 
of the directories of the system 
residence and private files. 



DIRECTORY SERVICE PROGRAM (DSERV) 



SOURCE STATEMENT LIBRARY SERVICE PROGRAM 
(SSERV) 



This program prints the system status 
report. If private libraries were 



This program displays and/or punches books, 
sublibraries, or the complete source 
statement library of SYSRES or SYSSLB. 
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APPENDIX A: ERROR MESSAGE CROSS-REFERENCE LIST 



All error iressages issued fcy the DOS system 
control programs are listed in this 
appendix with a reference to the PLM and 
chart in which the error is detected. For 



cause and action of each message, see the 
DOS operating guide or the system control 
and service programs publications listed in 
the Preface. 



Messaqe 


Phase 






PLM Y24- 


Chart 


0I00A 


$$A$IPL2 






5086 


AB 


0I01A 


$$A$IP12 






5086 


AD 


0I10A 


$IPLRT2 






5086 


AJ 


0I11I 


$IPLRT2 






5086 


AQ 


0I12I 


$IPLRT2 






5086 


AN 


0I13I 


$IPLRT2 






5086 


AM 


0I14I 


$IPLRT2 






5086 


AV 


0I15I 


$IPLRT2 






5086 


AM 


0I16A 


$IPLRT2 






5086 


AL 


0I17A 


$IPLRT2 






5086 


AL 


0I18A 


$IPLRT2 






5086 


AJ 


0I20I 


$IPIRT2 






5086 


AL 


0I22I 


$IPLRT2 






5086 


AU 


0I23I 


$IPLRT2 






5086 


AT 


0I24A 


$IPLRT2 






5086 


AW 


0PO8 


$$A$SUP1 


(Disk) 




5084 


GA 




$$ANERAI 






5084 


MZD 




$$ANERRA 


(Disk) 




5084 


LB 




$$ANERRF 


(Tape) 




5084 


LJ 




$$ANERRG 


(Data 


Cell) 


5084 


LN 




$$ANERRT 


(MICR) 




5084 


ME 




$$ANERRU 


(Unit 


Record) 


5084 


MG 




$$ANERRV 


(Unit 


Record) 


5084 


MH 




$$ANERRW 


(MICR) 




5084 


MK,ML 




$$ANERRX 


(Paper 


Tape) 


5084 


MN 




$$ANERR7 


(Tape 


Cartridge 


5084 


MZB 






Reader) 








$$ANERR9 


(Optical Reader) 


5084 


MX 


0P09 


$$A$SUP1 


(Disk) 




5084 


GA 




$$ANERAI 






5084 


MZD 




$$ANERAM 


(Tape) 




5084 


LLA 




$$ANERRA 


(Disk) 




5084 


LB 




$$ANERRF 


(Tape) 




5084 


LJ 




$$ANERRG 


(Data 


Cell) 


5084 


LN 




$$ANERRT 


(MICR) 




5084 


ME 




$$ANERRU 


(Unit 


Record) 


5084 


MG 




$$ANERRV 


(Unit 


Record) 


5084 


MJ 




$$ANERRW 


(MICR) 




5084 


MK,ML 




$$ANERRX 


(Paper 


Tape) 


5084 


MP 




$$ANERR6 


(Tape 


Cartridge 


5084 


MZ 






Reader) 








$$ANERR7 


(Tape 


Cartridge 


5084 


MZB 






Reader) 








$$ANERR9 


(Optical Reader) 


5084 


MX 


0P1O 


$$A$SUP1 


(Disk) 




5084 


GA 




$$ANERAI 






5084 


MZD 




$$ANERAM 


(Tape) 




5084 


LLA 




$$ANERRA 


(Disk) 




5084 


LA 




$$ANERRF 


(Tape) 




5084 


LH 




$$ANERRG 


(Data 


Cell) 


5084 


LM 




$$ANERRU 


(Unit 


Record) 


5084 


MG 




$$ANERRV 


(Unit 


Record) 


5084 


MH 
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$$ANERRX 


(Paper Tape) 


5084 


MN 




$$ANERR6 


(Tape Cartridge 
Reader) 


5084 


MZ 




$$ANERR7 


(Tape Cartridge 
Reader) 


5084 


MZB 


0P11 


$$A$SUP1 


(Disk) 


5084 


GA 




$$ANERAJ 




5084 


MZE 




$$ANERAP 


(Tape) 


5084 


LLE 




$$ANERRE 


(Disk) 


5084 


LC 




$$ANERRK 


(Data Cell) 


5084 


LU 




$$ANERRV 


(Unit Record) 


5084 


MJ 




$$ANERRX 


(Paper Tape) 


5084 


MN 




$$ANERR7 


(Tape Cartridge 
Reader) 


5084 


MZB 


0P12 


$$ANERRB 


(Disk) 


5084 


LC 




$$ANERRK 


(Data Cell) 


5084 


LU 


0P13 


$$ANERRE 


(Disk) 


5084 


LC 




$$ANERRK 


(Data Cell) 


5084 


LU 


0P14 


$$A$SUP1 


(Disk) 


5084 


GA 




$$ANERRB 


(Disk) 


5084 


LC 




$$ANERRF 


(Tape) 


5084 


LH,LJ 




$$ANERRG 


(Data Cell) 


5084 


LN 




$$ANERRV 


(Unit Record) 


5084 


MJ 




$$ANERR9 


(Optical Reader) 


5084 


MY 


0P15 


$$A$SUP1 


(Disk) 


5084 


GA 




$$ANERRA 


(Disk) 


5084 


LA 




$$ANERRJ 


(Data Cell) 


5084 


LS 


0P16 


$$ANERRE 


(Disk) 


5084 


LC 




$$ANERRK 


(Data Cell) 


5084 


LU 


OP17 


$$ANERAN 


(Tape) 


5084 


LLB 




$$ANERRE 


(Disk) 


5084 


LC 




$$ANERRG 


(Data Cell) 


5084 


LP 


0P18 


$$A$SUP1 


(Disk) 


5084 


GA 




$$ANERAI 




5084 


MZD 




$$ANERAM 


(Tape) 


5084 


LLB 




$$ANERRB 


(Disk) 


5084 


LC 




$$ANERRG 


(Data Cell) 


5084 


LP 




$$ANERRT 


(MICR) 


5084 


ME 




$$ANERRU 


(Unit Record) 


5084 


MG 




$$ANERRV 


(Unit Record) 


5084 


MJ 




$$ANERRW 


(MICR) 


5084 


MK f MM 




$$ANERRX 


(Paper Tape) 


5084 


MN 




$$ANERR7 


(Tape Cartridge 
Reader) 


5084 


MZB 




$$ANERR9 


(Cptical Reader) 


5084 


MY 


0P19 


$$ANERAI 




5084 


MZD 




$$ANERAM 


(Tape) 


5084 


LLA 




$$ANERRB 


(Disk) 


5084 


LC 




$$ANERRF 


(Tape) 


5084 


LJ 




$$ANERRG 


(Data Cell) 


5084 


LP 




$$ANERRT 


(MICR) 


5084 


ME 




$$ANERRU 


(Unit Record) 


5084 


MF,MG 




$$ANERRV 


(Unit Record) 


5084 


MJ 




$$ANERRW 


(MICR) 


5084 


MK r ML 




$$ANERRX 


(Paper Tape) 


5084 


MN 




$$ANERR6 


(Tape Cartridge 
Reader) 


5084 


MZ 




$$ANERR7 


(Tape Cartridge 


5084 


MZB 
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Reader) 
$$ANERR9 (Optical Reader) 



0P20 



0P21 

0P22 
0P23 
0P24 

0P25 

0P26 
0P27 

0P28 



0P29 
0P30 
0P31 



$$A$SUP1 


(Disk) 


$$ANERAI 




$$ANERAJ 




$$ANERAK 


(Tape) 


$$ANERAL 


(Tape) 


$$ANERAK 


(Tape) 


$$ANERAN 


(Tape) 


$$ANERAQ 


(Tape) 


$$ANERRE 


(Tape) 


$$ANERRF 


(Tape) 


$$ANERRL 


(Tape) 


$$ANERRH 


(Data Cell) 


$$ANERRI 


(Data Cell) 


$$ANERRJ 


(Data Cell) 


$$ANERR6 


(Tape Cartridge 




Reader) 


$$ANERR8 


(Tape Cartridge 




Reader) 


$$A$SUP1 


(Disk) 


$$ANERRA 


(Disk) 


$$ANERRJ 


(Data Cell) 


$$ANERRG 


(Data Cell) 


$$ANERRJ 


(Data cell) 


$$ANERRA 


(Disk) 


$$ANERR6 


(Tape Cartridge 




Reader) 


$$ANERRA 


(Disk) 


$$ANERR6 


(Tape Cartridge 




Reader) 


$$ANERRA 


(Disk) 


$$ANERRG 


(Data Cell) 


$$ANERRA 


(Disk) 


$$ANERRC 




$$ANERRU 


(Unit Record) 


$$A$SUP1 


(Disk) 


$$ANERAJ 




$$ANERRA 


(Disk) 


$$ANERRF 


(Tape) 


$$ANERRG 


(Data Cell) 


$$ANERRT 


(NICR) 


$$ANERRU 


(Unit Record) 


$$ANERRW 


(MICR) 


$$ANERRX 


(Paper Tape) 


$$ANERR6 


(Tape Cartridge 




Reader) 


$$ANERR9 


(Optical Reader) 


$$ANERAtf 


(Tape) 


$$ANERAtf 


(Tape) 


$$ANERRA 


(Disk) 


$$ANERRD 


(Tape) 


$$ANERRF 


(Tape) 


$$ANERR6 


(Tape Cartridge 




Reader) 



5084 



5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 

5084 



5084 
5084 
5084 

5084 

5084 

5084 
5084 



5084 
5084 



5084 
5084 

5084 
5084 
5084 

5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 
5084 

5084 

5084 

5084 

5084 
5084 
5084 
5084 



MY 

DB,DF f GA,GB 

MZD 

MZF 

LLJ,LLK 

LLM 

LLB 

LLC,LLD 

LLG 

LG 

LH 

LK 

LQ 

LR 

LS 

MZA 

MZC 



GA 
LA 
LS 

LM 

LS 

LA 
MZ 



LA 
MZ 



LA 
LM 

LA 
LB 
MF 

GA 

MZE 

LA 

LH 

LM 

ME 

MF 

MK f ML 

MN 

MZ 

MX 

LLA 

LLA 

LA 
LD 
LJ 
MZ 
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0P32 



$$ANERAM (Tape) 



5084 



LLA 



0P33 $$7aNERRV (Unit Record) 

0P34 $$ANERRW (MICR) 

0P35 $$ANERR9 (Optical Reader) 

0P36 $$A$SUP1 (Disk) 
$$ANERRA (Disk) 
$$ANERRJ (Data Cell) 

0P37 $$ANERRT (MICR) 
$$ANERRW (MICR) 
$$ANERR9 (Optical Reader) 

0P39 $$ANERR7 (Tape Cartridge 

Reader) 

0P40 $$ANERAI 

0P60D $$ANERRY 

0P70I $$BEOJ2 

0P71I $$EECJ2 

0P72I $$BEOJ2 

0P73I $$BEOJ2A 

0P74I $$BEOJ2A 

0P75I $$BEOJ2 

0P76I $$BEOJ2 

0P77I $$BEOJ2 

0P78I $$BEOJ2A 

0P79I $$BEOJ2A 

0P81I $$BEOJ2A 

0P82I $$BEOJ2A 

0P83A $$BEOJ2 

0P83I $$BEOJ2 

0F84I $$BEOJ2A 

0S00I $$BPCHK 
$$EILSVC 

0S01I $$EEOJ2 

0S02I $$BEOJ2 

0S03I $$EPCHK 

0S04I $$BILSVC 

0S05I $$EILSVC 

0S06I $$EEOJl 



5084 


MH 


5084 


MM 


5084 


MX 


5084 


GA 


5084 


LA 


5084 


LS 


5084 


ME 


5084 


MK 


5084 


MY 



5084 



MZB 



5084 


MZD 


5084 


MR 


5084 


RG 


5084 


RG 


5084 


RG 


5084 


RHA 


5084 


RHA 


5084 


RG 


5084 


RG 


5084 


RG 


5084 


RHA 


5084 


RHA 


5084 


RHA 


5084 


RHA 


5084 


RG 


5084 


RG 


5084 


RHA 


5084 


RW 


5084 


RR 


5084 


RG 


5084 


RG 


5084 


RW 


5084 


RR 


5084 


RR 


5084 


RE 
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0S07I 


$$EPSW 


0S08I 


$$EEOJ 


0S09I 


$$BECJ1 


0S10I 


$$BTERN 


OS11I 


$$BE0J1 


0S12I 


$$BEOJ2A 


0S13I 


$$EECJ2A 


0S14I 


$$BEOJ2A 


OTOOI 


$$ANERAG 


OTOII 


$$ANERAF 


0T02I 


$$ANERAF 


0T03I 


$$ANERAF 


0T04I 


$$ANERAG 


1AOND 


$JCBCTLD 


1AOOD 


$$EATTNI 


1A1ND 


$JCBCTLD 


1A10D 


$$BATTNI 
$$EATTNP 


1A2ND 


$JOBCTLD 
$JCBCTIJ 


1A20D 


$$BATTNI 
$$EATTNM 
$$BATTNP 
$JOBCTLG 


1A3ND 


$JOBCTLD 


1A30D 


$$EATTNI 


1A4ND 


$JOBCTLD 
$JCBCTLF 


1A40D 


$$BATTNI 
$$BATTNK 
$$BATTNN 
$JOBCTLJ 


1A5ND 


$JOBCTLD 


1A50D 


$$EATTNI 
$JCBCTLJ 


1A6ND 


$JCBCTLD 


1A60D 


$$BATTNI 


1A7ND 


$JCBCTLD 
$JOBCTLF 



5084 RU 
5084 RA 



5084 


RE 


5084 


RM 


5084 


RE 


5084 


RHA 


5084 


RHA 


5084 


RHA 


5084 


KX 


5084 


KV 


5084 


KV 


5084 


KV 


5084 


KW 


5086 


CC,CD,CE f CG f CH 


5084 


NW 


5086 


CA.CB 


5084 


NV 


5084 


QM 


5086 


CA,CB,CH f CL,CR 


5086 


GB, GE 


5084 


NV,NW 


5084 


QC 


5084 


QM 


5086 


FT 


5086 


CG f CT 


5084 


NW 


5086 


CA,CL,CH 


5086 


ED r EF 


5084 


NX 


5084 


PN 


5084 


QC,QD 


5086 


GJ 


5086 


CR 


5084 


NY 


5086 


GJ 


5086 


CA,CM 


5084 


PD 


5086 


CA 


5086 


EK 
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1A70D 



$$BATTNI 
$JCBCTLJ 



5084 
5086 



NY 
GE 



1A80D 



$JCBCTLD 



5086 



CK 



1A90D 


$JOBCTLD 


1C00A 


$JOBCTLA 


1C10A 
1C20D 


$JOBCTLA 
$JCBCTLG 
$JOBCTLJ 
$$BATTNH 


1C30A 


$$BATTNN 
$JOBCTLG 
$JCBCTLJ 


1C40I 


$$BATTNB 


1C50I 


$$BATTNB 


1C60D 


$$BATTNN 


1C70D 


$JCBCTIA 


1C80D 


$JCBCTLA 


1C90A 


$NAINECJ 


1I20I 


$JCBCTLG 


1I30D 


$$BATTNC 


1I32D 


$$ANERRO 


1I40D 


$$ANERRO 


1I50I 


$JCBCTLA 


1I60A 


$$BATTNA 


1I80I 


$$BTERW 


1I82A 


$JOBCTLP. 


1I83A 


$JCBCTLN 


1I84A 


$JCBCT1N 


1I85A 


$JCBCTLN 


1I86A 


$JCBCTIK 


1I87A 


$JCBCTIN 


HOOD 


$$BATTNL 
$$BATTNO 
$JOBCTIK 


1L10D 


$$BATTNK 
$$EATTNL 
$$BATTNK 
$$BATTNO 
$JCBCTIG 
$JOBCTLK 



5086 


CE,CN 


5086 


BL 


5086 


BL 


5086 


FT 


5086 


GD 


5084 


NU 


5084 


PY f QC 


5086 


FL 


5086 


GB 


5084 


NF 


5084 


NF 


5084 


QE 


5086 


BE 


5086 


BL 


5079 


KF 


5086 


FH 


5084 


NG 


5084 


MV 


5084 


MU 


5086 


BL 


5084 


NA 


5084 


RW 


5086 


JH 


5086 


JB 


5086 


JJ 


5086 


JD 


5086 


JD, JF,JG f JL,JM 


5086 


JE 


5084 


PS,PU,PV,PX 


5084 


QG,QH,QJ,QK 


5086 


HF, HG, HJ-HM 


5084 


PR 


5084 


PU 


5084 


PZ 


5084 


QF 


5086 


FW 


5086 


HG,HJ,HN 
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1P00D 


$$EATTNF 




$JOBCTLG 


1P10D 


$$BATTNG 


ISOOA 


$JOBCTLA 




through 




$JOBCTLK 


1SOOD 


$$EATTNA 




$$BATTNB 




$$BATTNC 




$$BATTNE 




$$BATTNG 




$$BATTNI 




$$EATTNJ 




$$EATTNK 




$$BATTNL 




$$BATTNN. 




$$EATTNN 




$$BATTNO 




$$EATTNP 




$JCBCTLG 




$JOBCTLM 


1S01D 


$$ANERRO 


1S02D 


$$ANERRO 


1S10D 


$$EATTNK 




$$BATTN1 




$$EATTNM 




$$BATTNO 




$JOBCTLG 




$JCBCTLJ 




$JOBCTLK 


21001 


$LNKEDT2 


21011 


$LNKEDT4 


21021 


$LNKEDT 




$INKEDT4 


21101 


$1NKEDT4 


21111 


$LNKEDT4 


21121 


$LNKEDT 




$LNKEDT4 


21131 


$LNKEDT2 


21141 


$LNKEDT4 


21151 


$LNKEDT4 


21161 


$LNKEDT4 


21201 


$LNKEDT6 


21211 


$LNKEDT6 


21221 


$LNKEDT6 


21231 


$LNKEDT6 



5084 NP 
5086 FB 



5084 NS 



5086 


See BM-B1 


5084 


NB,NC 


5084 


NE 


5084 


NG 


5084 


NM,NN 


5084 


NS 


5084 


NV,NX,NY,PB,PC,PD 


5084 


PE 


5084 


PK,PL,PM, PN,PP,PQ 


5084 


PS,PT,PV 


5084 


PY,QC,QD 


5084 


QE 


5084 


QF,QG,Qfl,QJ,QK,QL 


5084 


QM,QN 


5086 


FV 


5086 


JH 


5084 


MU 


5084 


MV 


5084 


PK,PL 


5084 


PS,PU 


5084 


PY 


5084 


QF,QG 


5086 


FJ,FR,FW 


5086 


GD 


5086 


HA,HC,HF,HP 


5080 


CA 


5080 


DA 


5080 


AF 


5080 


DD 


5080 


DA f DC,DD 


5080 


DE 


5080 


AC, AN 


5080 


DE 


5080 


CC 


5080 


DB 


5080 


DD 


5080 


DA 


5080 


EA 


5080 


EA 


5080 


EB 


5080 


EC 



Appendix A 47 



21241 


$LNKEDT6 


21251 


$LNKEDT4 


21301 


$LNKEDT6 


21311 


$LNKEDT6 


21331 


$LNKEDT4 


21351 


$LNKEDT 


21361 


$LNKEDT 


21401 


$LNKEDT0 


21411 


$LNKEDT0 


21421 


$LNKEDT0 


21431 


$LNKEDT0 


21441 


$LNKEDT 


21451 


$LNKEDT0 


21461 


$LNKEDT0 


21471 


$LNKEDT2 


21501 


$LNKEDT 


21511 


$LNKEDT2 


21551 


$LNKEDT2 


21561 


$LNKEDT2 


21581 


$LNKEDT2 


21701 


$LNKEDT2 


21811 


$LNKEDT6 


21821 


$LNKEDT6 


21851 


$LNKEDTA 


21911 


$LNKEDT 
$1NKEDT2 


21921 


$1KKEDT6 


21931 


$OKEDT 
$LNKEDT6 


21941 


$LNKEDT 


21971 


$LNKEDT 


3C30I 


CORGZ 


3C66I 


CORGZ 

CORGZ4 

CORGZ5 


3C67I 


CORGZ 
CORGZ1 



5080 


EC 


5080 


DC 


5080 


EE 


5080 


EE 


5080 


DB 


5080 


AN, AP 


5080 


AN 


5080 


BA, BC 


5080 


BE 


5080 


BA 


5080 


BC,BD 


5080 


AE,AH 


5080 


BB 


5080 


BC 


5080 


CG 


5080 


AM 


5080 


CC 


5080 


CD 


5080 


CE 


5080 


CG 


5080 


CB,CD f CF 


5080 


EC 


5080 


ED 


5080 


FC 


5080 


AA,AB 


5080 


CH 


5080 


ED 


5080 


AM 


5080 


ED 


5080 


AJ 


5080 


AJ 


5079 


AB f AD 


5079 


AE 


5079 


BX 


5079 


CB 


5079 


AC 


5079 


AZ 
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C0RGZ5 


3M10I 


CORGZ 




CORGZ1 




PAINT 




DSERV 




CSERV 




RSERV 




SSERV 


3M11I 


NAINTR2 


3M21I 


CORGZ 




CORGZ1 




CORGZ3 




CORGZ4 




CORGZ5 




MAINTCL 




NAINTDR 




MAINTR2 




N.AINTA 




DSERV 




CSERV 




RSERV 




SSERV 


3M22I 


$LNKEDTC 


3M23I 


MAINTS2 


3M24I 


KAINTS2 


3M25I 


WAINTS2 


3M26I 


NAINTS2 


3M27I 


N.AINTR2 




MAINTS2 


3M28I 


MAINTS2 


3M33I 


CORGZ1 




CORGZ3 




MAINTDR 




tfAINTUP 




CSERV 




RSERV 




SSERV 


3M34I 


MAINT 


3M43I 


CORGZ1 




CORGZ3 




CORGZ 4 




CORGZ5 




MAINTCL 




N.AINTDR 




MAINTR2 




WAINTS2 




MAINTUP 




DSERV 




RSERV 




SSERV 


3M52I 


COPGZ3 




MAINTR2 




KAINTS2 



5079 


BU,BV 


5079 


BY f BZ 


5079 


AA 


5079 


AL 


5079 


DA,DB 


5079 


RA 


5079 


SB 


5079 


TA 


5079 


UA 



5079 



5079 



5079 



GH 



5079 


AF 


5079 


AH,AP,AW 


5079 


BG,BP,BR 


5079 


BW 


5079 


CA 


5079 


EA f EB 


5079 


FA, FB, FE 


5079 


GA 


5079 


MA, MB 


5079 


RA 


5079 


SB 


5079 


TB 


5079 


UJ,UL 


5079 


LA 


5079 


HD,HH,HJ,HK,HL 


5079 


HA,HB 


5079 


HC 



HG 



5079 


GA,GB 


5079 


HB,HM 


5079 


HG 


5079 


AR 


5079 


BQ 


5079 


FC,FF 


5079 


NF,NT 


5079 


SD 


5079 


TC 


5079 


UL 



DG 



5079 


AZ 


5079 


BJ 


5079 


BU 


5079 


BY 


5079 


EA 


5079 


FB 


5079 


GA 


5079 


HA 


5079 


NA 


5079 


RB,RC 


5079 


TA,TC 


5079 


UB 


5079 


BM 


5079 


GB 


5079 


HA 
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MAINTOP 




$INKEDTC 


3M53I 


CORGZ3 




MAINTR2 




MAINTS2 




MAINTOP 


3M54I 


MAINTDR 




NAINTUP 


3W62I 


COPGZ1 




MA INT A 


3M63I 


CORGZ1 




MAINTA 


3M64I 


MAINTA 


3M65I 


COBGZ 




CORGZ1 




MAINTA 


3M66I 


CORGZ1 


3M67I 


MAINTA 


3M68I 


MAINTCN 




MAINTA 


3N69I 


MAINTCN 


3M70I 


MAINTCN 




MAINTA 


3M75I 


MAINTCN 


3M80I 


MAINTCN 




MAINTEJP 




MAINTA 


3M81I 


MAINTCN 


30101 


MAINTOP 


3U11I 


MAINTOP 


30201 


MAINTOP 


30211 


MAINTOP 


30301 


MAINTOP 


30311 


MAINTOP 



5079 


NA 


5079 


LA 


5079 


BM 


5079 


GJ 


5079 


HA,HF,HM 


5079 


NA,NO 


5079 


FF 


5079 


NT 


5079 


AG,AJ,AK 


5079 


MC 


5079 


AY,AZ 


5079 


MD 



5079 



5079 

5079 
5079 

5079 



5079 



MD 



5079 


AC 


5079 


AG,AJ,AO 


5079 


MF 


5079 


AG,AJ,AK 


5079 


MA 


5079 


EB 


5079 


MF 



EB 

EH 
MC,MG,MH f MJ,MK 

EH 



5079 


EC 


5079 


JA 


5079 


MF 



EH 



5079 


NF,NG,NJ,NZ 


5079 


NE 


5079 


NF 


5079 


NB,ND,NM,NW 


5079 


NP 


5079 


NP 
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APPENDIX B; MICROFICHE INDEX CROSS-REFERENCE LIST 



This list can be be used to relate the 
names of core-image phases or of 
relocatable modules to the labels used as 
identification on microfiche. The names 
are grouped by program type such as System 
Control, Autotest, FORTRAN, etc. 

In some cases the program or portion of 
program displayed on one microfiche card 
may have no core image phase name; in other 
cases, it may have no relocatable module 
name. In every case, the microfiche 
identification is given and the user can 
relate this identification to either a core 
image phase name or a relocatable module 
name, or both. 



PROGRAM TYPE AND NUMBER 

Assembler: 360N-AS-465 
Autotest: 360N-PT-459 

CE Serviceability Programs: 

No program number 
COBOL: 360N-CB-452 
Compiler I/O Modules: 360N- 10-476 

FORTRAN IV (Basic): 360N-FO-451 

FORTRAN IV: 360N-FO-479 

FORTRAN IV Library Subprograms: 
360N-LM-480 

Logical IOCS: 

CDMOD: 360N-CL-453 

CPMOD: 360N-CL-453 

DAMOD: 360N-IO-454 

DIMOD: 360N-CL-457 

DTFCN: 360N-CL-453 



ISMOD: 3 6 ON- 10- 4 57 

MRMOD: 360N-IO-477 

MTMOD: 36 ON- 10- 4 56 

ORMOD: 360N-IO-478 

PRMOD: 3 6 ON- CL- 4 53 

PTMOD: 360N-IO-458 

SDMOD: 360N-IO-455 

OLTEP: 360N-DN-481 

PL/I: 360N-PL-464 

Report Program Generator 
(RPG): 360N-RG-460 

Sort/Merge (Disk) : 360N-SM-450 
Sort/Merge (Disk/Tape) : 360N-SM-483 
Sort/Merge (Tape): 360N-SM-400 
System Control: 360N-CL-4 53 
MICR ERP: 3 6 ON- 10- 4 77 

ORERP: 360N-IO-478 
Telecommunications Access Methods: 

BTAM: 360N-CQ-469 

QTAM: 360N-CQ-470 

Utilities: 

Group 1 — Unit Record and Disk 
36 ON- UT- 461 

Group 2 — Tape 360N-UT-462 

Group 3 — Data Cell 360N-UT-463 

MPS 3 6 ON- UT- 471 

Vocabulary File 360N-UT-472 
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SYSTEM CONTROL 






$$BATTNI 


$$BATTN1 


None 








$$BATTNJ 


$$BATTNJ 


None 


Core Iirage 


Nicrofiche 


Relocatable 








Phase Name 


Label 


Module Name 


$$BATTNK 


$$BATTNK 


None 








$$BATTNL 


$$BATTNL 


None 


$$A$IPL1 


$$A$IPL1 


None 


$$BATTNM 


$$BATTNM 


None 


$$A$IPL2 


$$A$IPL1 


None 


$$BATTNN 


$$BATTNN 


None 


$$ANERAA 


$$ANERAA 


None 


$$BATTNO 


$$BATTNO 


None 


$$ANERAB 


$$ANERAB 


None 


$$BATTNP 


$$BATTNP 


None 


$$ANERAC 


$$ANERAC 


None 








$$ANERAD 


$$ANERAD 


None 


$$BDUMP 


$$BDUMP 


None 


$$ANERAE 


$$ANERAE 


None 


$$BDUMPB 


$$BDUMPB 


None 


$$ANERAF 


$$ANERAF 


None 


$$BDUMPD 


$$BDUMPD 


None 


$$ANERAG 


$$ANERAG 


None 


$$BDUMPF 


$$BDUMPF 


None 


$$ANERAI 


$$ANERAI 


None 


$$BEOJ 


$$BEOJ 


None 








$$BEOJl 


$$BEOJl 


None 


$$ANERAJ 


$$ANERAJ 


None 1 


$$BEOJ2 


$$BEOJ2 


None 


$$ANERAK 


$$ANERAK 


None 


$$BE0J2A 


$$BEOJ2A 


None 


$$ANERAL 


$$ANERAL 


None 1 


$$BE0J3 


$$BE0J3 


None 


$$ANERAM 


$$ANERAM 


None 


$$BE0J4 


$$BEOJ4 


None 


$$ANERAN 


$$ANERAN 


None 








$$ANERAP 


$$ANERAP 


None 


$$BEOJ5 


$$BEOJ5 


None 


$$ANERAQ 


$$ANERAC 


None 


$$BILSVC 


$$BILSVC 


None 


$$ANERRA 


$$ANERRA 


None 


$$BLSTIO 


$$BLSTIO 


None 


$$ANERRB 


$$ANERRA 


None 


$$B0PNLB 


$$BOPNLB 


None 


$$ANERRC 


$$ANERRA 


None 


$$BPCHK 


$$BPCHK 


None 








$$BPDUMP 


$$BPDUMP 


None 


$$ANERRD 


$$ANERRD 


None 


$$BPDDM1 


$$BPDUM1 


None 


$$ANERRE 


$$ANERRE 


None 


$$BPSW 


$$BPSW 


None 


$$ANERRF 


$$ANERRF 


None 


$$BSDRUP 


$$BSDRUP 


None 


$$ANERRG 


$$ANERRG 


None ' 


$$BSYSWR 


$$BSYSWR 


None 


$$ANERRH 


$$ANERRH 


None 


$$BTERM 


$$BTERM 


None 


$$ANERRI 


$$ANERRI 


None 








$$ANERRJ 


$$ANERRJ 


None 


$IPLRT2 


IJBIPL 


IJBIPL 


$$ANERRK 


$$ANERRK 


None 








$$ANERRL 


$$ANERRL 


None 


$J0BCTLA 


1JBJC1 


IJBJC1 


$$ANERRM 


$$ANERRN 


None 


$JOBCTLD 


IJBJC2 


IJBJC2 








$J0BCTLF 


IJBJC5 


IJBJC5 


$$ANERRN 


$$ANERRN 


None 


$JOBCTLG 


IJBJC3 


IJBJC3 


$$ANERRO 


$$ANERRO 


None 


$JOBCTLJ 


IJBJC4 


IJBJC4 


$$ANERRP 


$$ANERRP 


None 


$JOBCTLK 


IJBJC6 


IJBJC6 


$$ANERRQ 


$$ANERRQ 


None 








$$ANERRR 


$$ANERRR 


None 


$LNKEDT 


IJBLE1 


IJBLE1 


$$ANERRS 


$$ANERRS 


None 


$LNKEDTA 


1JBLE1 


IJBLE1 


$$ANERRT 


$$ANERRT 


None 


$LNKEDTC 


IJBLBI 


IJBLBI 


$$ANERRU 


$$ANERRU 


None 


$LNKEDT0 


IJBLE1 


IJBLE1 


$$ANERRV 


$$ANERRV 


None 


$LNKEDT2 


IJBLE1 


IJBLE1 


$$ANERRW 


$$ANERRW 


None 


$LNKEDTU 


IJBLE1 


IJBLE1 








$LNKEDT6 


IJBLE1 


IJBLE1 


$$ANERRX 


$$ANERRX 


None 


$LNKEDT8 


IJBLE1 


IJBLE1 


$$ANERRY 


$$ANERRY 


None 








$$ANERRZ 


$$ANERRY 


None 


$MA1NE0J 


IJBLBH 


IJBLBH 


$$ANERR0 


$$ANERRY 


None 








$$ANERR1 


$$ANERR1 


None 


CORGZ 


IJBLBJ 


IJBLBJ 


$$ANERR6 


$$ANERR6 


None 


CORGZ1 


IJBLBS 


IJBLBS 


$$ANERR7 


$$ANERR7 


None 


CORGZ2 


1JBLBK 


IJBLBK 


$$ANERR8 


$$ANERR8 


None 


CORGZ 3 


IJBLBT 


IJBLBT 


$$ANERR9 


$$ANERR9 


None 


CORGZ4 


1JBLBU 


IJBLBU 








CORGZ 5 


1JBLBV 


IJBLBV 


$$BATTNA 


$$BATTNA 


None 


CSERV 


IJBLBP 


IJBLBP 


$$BATTNB 


$$BATTNA 


None 








$$EATTNC 


$$BATTNA 


None 


DSERV 


IJBSL1 


IJBSL1 


$$BATTND 


$$BATTNA 


None 








$$BATTNE 


$$BATTNA 


None 


EREP 


EREP 


None 


§$BATTNF 


$$EATTNA 


None 


EREPCLR 


EREPCLR 


None 


$$BATTNG 


$$BATTNfl 


None 


EREPLOG1 


EREPLOG1 


None 


$$BATTNH 


$$EATTNA 


None 


EREPOI30 


EREPOI30 


None 
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N.AINT 

MAINTA 

NAINTCL 

MAINTCN 

NAINTDR 

NAINTEJP 

MAINTR2 

MAINTS2 

N.AINTUP 



IJBLBA 
IJBLBL 
IJBIBM 
IJBLBG 
IJBLBD 
IJBLBZ 
IJBIBE 
IJBLBF 
IJBLBQ 



IJBLBA 
IJBLBL 
IJBLBM 
IJBLBG 
IJBLBD 
IJBLBZ 
IJBLBE 
IJBLBF 
IJBLBQ 



SSERV 



IJBSL4 



IJBSLU 



None 


IJBLBC 


IJBLBC 


None 


IJBMIN 


IJBMIN 


None 


IJBMCS 


IJBMCS 


None 


IJBMDS 


IJBMDS 


None 


IJBMDU 


IJBMDU 


None 


IJBMIO 


IJBMIO 


None 


IJBMUP 


IJBMUP 



RSERV 



IJBSL3 



IJBSL3 
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LOGICAL IOCS 






Core linage 


Microfiche 


Relocatable 


Phase Name 


Label 


Module Name 


$$BCCPT1 


$$BCCPT1 


None 


$$BCEOVl 


$$BCECV1 


None 


$$BCHKPD 


$$BCHKPD 


None 


$$BCHKPE 


$$BCHKPE 


None 


$$BCHKPF 


$$BCHKPF 


None 


$$BCHKPT 


$$BCHKPT 


None 


$$ECHKP2 


$$BCHKP2 


None 


$$BCIS0A 


$$BCISOA 


None 


$$BCIOSE 


$$BC1CSE 


None 


$$BCLOSP 


$$BCLOSP 


None 


$$BCIOS2 


$$BCLCS2 


None 


$$BCMR01 


$$BCMR01 


None 


$$BCMT01 


$$BCMT01 


None 


$$BCMT02 


$$BCMT02 


None 


$$BCMT03 


$$BCMT03 


None 


$$BCMT04 


$$ECMT04 


None 


$$BCMT05 


$$BCMT05 


None 


$$BCMT06 


$$BCMT06 


None 


$$BCNT07 


$$BCMT07 


None 


$$BDRSTR 


$$BDRSTR 


None 


$$BENDFF 


$$BENDFF 


None 


$$BENDFL 


$$BENDFI 


None 


$$BERPTP 


$$BERPTP 


None 


$$BERRTN 


$$BERRTN 


None 


$$EINDEX 


$$BINDEX 


None 


$$BJCOPT 


$$BJCOPT 


None 


$$BMMR20 


$$BMMR20 


None 


$$BMSGWR 


$$BMSGWR 


None 


$$BOCPMl 


$$BOCPMl 


None 


$$BOCPM2 


$$BOCPM2 


None 


$$BOCPTl 


$$BOCPTl 


None 


$$BOCPT2 


$$BOCPT2 


None 


$$BOCP01 


$$BOCP01 


None 


$$BOCP02 


$$BOCP02 


None 


$$BOCPll 


$$BOCPll 


None 


$$B0CP12 


$$BOCP12 


None 


$$BODAIl 


$$BODAIl 


None 


$$BODAIL 


$$BODAIL 


None 


$$BODAIN 


$$BCDAIN 


None 


$$BODA01 


$$BODA01 


None 


$$BODA02 


$$BODA02 


None 


$$B0DA03 


$$BODA03 


None 


$$BODAOU 


$$BODA04 


None 


$$BODADl 


$$BODAUl 


None 


$$ BOD QUE 


$$BODQDE 


None 


$$BODSPV 


$$BODSPV 


None 


$$BODSPW 


$$BODSPW 


None 


$$BOFLPT 


$$BOFLPT 


None 


$$BOIS01 


$$BOIS01 


None 


$$BOIS02 


$$BCIS02 


None 


$$BOIS03 


$$BOIS03 


None 


$$BOIS04 


$$BCIS04 


None 


$$BOIS05 


$$BOIS05 


None 


$$BOIS06 


$$BOIS06 


None 


$$BOIS07 


$$EOIS07 


None 


$$BOIS08 


$$BOIS08 


None 


$$BOIS09 


$$BOIS09 


None 


$$BOIS10 


$$BOIS10 


None 



$$BOMR01 
$$BOMSGl 
$$BOMSG2 
$$BOMSG3 
$$B0MSG4 
$$BOMSG5 
$$BOMSG6 
$$BOMT0M 
$$BOMT0W 
$$BOMT01 
$$BOMT02 
$$BOMT03 
$$BOMT04 
$$BOMT05 
$$BOMT06 
$$BOOR01 



$$BOPEN 

$$BOPENC 

$$BOPENR 

$$BOPEN2 

$$BOPIGN 

$$BOPNR2 

$$BORTVl 

$$B0RTV2 



$$BOSDCl 

$$BOSDC2 

$$BOSDIl 

$$BOSDI2 

$$BOSDI3 

$$BOSD01 

$$BOSD02 

$$BOSD03 

$$BOSD04 

$$BOSD05 

$$BOSD06 

$$B0SD07 

$$B0SD08 

$$BOSDR 

$$B0SDW1 

$$BOSDW2 

$$BOSDW3 

$$BOSD00 

$$BOSD01 

$$BOSIGN 

$$BOUR01 

$$BOVDMP 

$$BRMSG1 

$$BRMSG2 

$$BRSTRB 

$$BRSTRT 

$$BRSTR2 

$$BRSTR3 

$$BRSTR4 

$$BSETFF 

$$BSETFG 

$$BSETFH 

$$BSETFL 

$$BSETL 

IJBRSTRT 



$$BOMR01 
$$BOMSGl 
$$BOMSG2 
$$BOMSG3 
$$BOMSG4 
$$BOMSG5 
$$BOMSG6 
$$BOMT0M 
$$BOMT0W 
$$BOMT01 
$$BOMT02 
$$BOMT03 
$$BOMT04 
$$BOMT05 
$$BOMT06 
$$BOOR01 



$$BOPEN 

$$BOPENC 

$$BOPENR 

$$BOPEN2 

$$BOPIGN 

$$BOPNR2 

$$BORTVl 

$$BORTV2 



$$BOSDCl 

$$BOSDC2 

$$BOSDIl 

$$BOSDI2 

$$BOSDI3 

$$BOSD01 

$$BOSD02 

$$BOSD03 

$$B0SD04 

$$BOSD05 

$$BOSD06 

$$BOSD07 

$$B0SD08 

$$BOSDR 

$$BOSDWl 

$$BOSDW2 

$$BOSDW3 

$$BOSD00 

$$BOSD01 

$$BOSIGN 

$$BOUR01 

$$BOVDMP 

$$BRMSG1 

$$BRMSG2 

$$BRSTRB 

$$BRSTRT 

$$BRSTR2 

$$BRSTR3 

$$BRSTR4 

$$BSETFF 

$$BSETFG 

$$BSETFH 

$$BSETFL 

$$BSETL 

IJBRSTRT 



None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 



None 
None 
None 
None 
None 
None 
None 
None 



None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
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ASSEMBLER 






AUTOTEST 






Core Image 


Microfiche 


Relocatable 


Core Image 


Microfiche 


Relocatable 


Phase Name 


Latel 


Module Name 


Phase Name 


Latel 


Module Name 


ASSEMBLY 


ASSEMBLY 


IJQD0$ 


$$BATST1 


IJVSS1 


IJVSS110 


ASSEMBLY 


ASSEMBLY 


IJQDOA 


$$BATST3 


IJVSS3 


IJVSS310 


ASSEMOOA 


ASSEMBLY 


IJQD0$ 








ASSEMOOA 


ASSEMBLY 


IJQDOA 








ASSEMOOB 


ASSEMBLY 


IJQD0$ 


ATLECONT 


IJVTAO 


IJVTA010 


ASSEMOOB 


ASSEMBLY 


IJQDOA 


ATLEDT 


IJVLE 


IJVLE 


ASSEM02 


ASSEM02 


IJQD2$ 


ATLEDT1A 


IJVLE 


IJVLE 


ASSEM02A 


ASSEM02A 


IJQD2A 


ATLEDT1B 


IJVLE 


IJVLE 


ASSEM03 


ASSEM03 


IJQD3$ 


ATLEDT1C 


IJVLE 


IJVLE 


ASSEM03A 


ASSEM03A 


IJQD3A 


ATLEDT10 


IJVLE 


IJVLE 


ASSEM04 


ASSEM04 


IJQD4P 


ATLEDT 12 


IJVLE 


IJVLE 


ASSEM04A 


ASSEM04A 


IJQD4M 


ATLEDT14 


IJVLE 


IJVLE 


ASSEM04B 


ASSEMOUE 


IJQDUA 


ATLEDT16 


IJVLE 


IJVLE 


ASSEM05 


ASSEM05 


IJQD5P 


ATLEDT18 


IJVLE 


IJVLE 


ASSEM05A 


ASSEM05A 


IJQD5M 


(See Note)* 


IJVTAB 


IJVTAB 


ASSEM05B 


ASSEM05B 


IJQD5A 








ASSEM06 


ASSEM06 


IJQRTA 














ATLEFC1 


IJVTC1 


IJVTC110 








ATLEFC2 


IJVTC2 


IJVTC210 


ASSEN07 


ASSEN07 


IJQD7$ 


ATLEFC3 


INVTC3 


IJVTC310 


ASSEN07A 


ASSEN07 


IJQD7$ 


ATLEFC4 


IJVTC4 


IJVTC410 


ASSEN07B 


ASSEN07 


IJQD7$ 


ATLEFC5 


IJVTC5 


IJVTC510 


ASSEN07C 


ASSEN07 


IJQD7$ 


ATLEFC7 


IJVTC7 


IJVTC710 


ASSEN07I 


ASSEN07 


IJQD7I 


ATLEFD1 


IJVTDl 


IJVTDl 10 


ASSEN08 


ASSEN08 


IJQD8$ 


ATLEFD2 


IJVTD2 


IJVTD210 


ASSEN08A 


ASSEN08 


IJQD8$ 


ATLEFE1 


IJVTE1 


IJVTE110 


ASSEN08B 


ASSEN08 


IJQD8$ 


ATLEFE2 


IJVTE2 


IJVTE210 


ASSEN08C 


ASSEN08 


IJQD8$ 


ATLEFF1 


IJVTF1 


IJVTF110 


ASSEN088 


ASSEN088 


IJQRTB 


ATLEFG1 


IJVTG1 


IJVTG110 


ASSEN09 


ASSEN09 


IJQD9$ 


ATLEFH2 


IJVTH2 


IJVTH210 


ASSEN09I 


ASSEN09I 


IJQD9I 


ATLEFH3 


IJVTH3 


IJVTH310 


ASSEN10 


ASSEN10 


IJQ10$ 


ATLEGOl 


IJVTI1 


IJVTI110 


ASSEN10B 


ASSEN10B 


IJQIOB 


ATLEJCTV 


IJVTJ1 


IJVTJ110 


ASSEN11A 


ASSEN11A 


IJQ21A 








ASSEN11B 


ASSEN11E 


IJQ21B 








ASSEN11C 


ASSEN11B 


IJQ21B 








ASSEN11D 


ASSEN11E 


IJQ21B 








ASSEN11E 


ASSEN11B 


IJQ21B 








ASSEN12 


ASSEN12 


IJQDPP 








ASSEN13 


ASSEN13 


IJQDIA 








ASSEN1** 


ASSEN14 


IJQABT 









♦Can be included as part of other Autotest 
phases as required. 
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COBOL 



Core Image 


Microfiche 


Relocatable 


Phase Name 


Label 


Module Name 


$$BCELIS 


$$BCBLIS 


None 


$$BCBLOP 


$$BCBLOP 


None 


$$BCBODA 


$$BCBODA 


None 


$$BCBUSR 


$$BCBUSR 


None 


$$BCEDSW 


$$BCBUSW 


None 


None 


IHD00000 


IHD00000 


None 


IHD00100 


IHD00100 


None 


IHD00200 


IHD00200 


None 


IHD00300 


IHD00300 


None 


IHD00400 


IHD00400 


None 


IHD00500 


IHD00500 


None 


IHD00600 


IHD00600 


None 


IHD00700 


IHD00700 


None 


IHD00800 


IHD00800 


None 


IHD00900 


IHD00900 


None 


IHD01000 


IBD01000 


None 


IHD01100 


IHD01100 


None 


IHD01200 


IHD01200 


None 


IHD01300 


IHD01300 


None 


IHD01400 


IHD01400 


None 


IHD01500 


IHD01500 


None 


IHD01600 


IHD01600 


None 


IHD01700 


IHD01700 


None 


IHD01800 


IHD01800 


None 


IHD01900 


IHD01900 


None 


IHD02000 


IHD02000 


None 


IHD02100 


IHD02100 


None 


IHD02200 


IHD02200 


None 


IHD02300 


IHD02300 


None 


IHD02400 


IBD02400 


None 


IHD02500 


IHD02500 


None 


IHD02600 


IHD02600 


None 


IHD02700 


IHD02700 


None 


IHD02800 


IHD02800 


None 


IHD02900 


IHD02900 


None 


IHD03000 


IHD03000 


None 


IHD03100 


IHD03100 


None 


IHD03200 


IHD03200 


None 


IHD03300 


IHD03300 


None 


IHD03400 


IHD03400 


None 


IHD03500 


IHD03500 


None 


IHD03600 


IHD03600 


None 


IHD03700 


IHD03700 


None 


IHD03800 


IHD03800 


None 


IHD03900 


IHD03900 


None 


IBD04000 


IHD04000 


None 


IHD04100 


IHD04100 


COBOL 


IJSCBL01 


IJSCBL01 


COBCL000 


IJSCBL02 


IJSCBL02 


COBOL000 


IJSCBL03 


IJSCBL03 


COBOL001 


IJSCBL04 


IJSCBL04 


COBOL001 


IJSCBL05 


IJSCBL05 


COBOL002 


IJSCBL06 


IJSCBL06 


COBOL003 


IJSCBL07 


IJSCBL07 


COBOL004 


IJSCBL08 


IJSCBL08 


COBOL005 


IJSCBL09 


IJSCBL09 


COBOL 006 


IJSCBL10 


IJSCBL10 



COBOL007 
COBOL008 
COBOL009 
COBOL010 



COBOL011 
COBOL012 
COBOL013 
COBOL014 
COBOL015 
COBOL016 
COBOL017 
COBOL018 
COBOL019 
COBOL020 



COBOL021 
COBOL022 
COBOL023 
COBOL024 
COBOL025 
COBOL027 
COBOL028 
COBOL028 
COBOL029 
COBOL030 



COBOL031 
COBOL032 
COBOL033 
COBOL034 
COBOL035 
COBOL036 
COBOL037 
COBOL038 
COBOL039 
COBOL040 



COBOL041 
COBOL042 
COBOL043 
COBOL044 
COBOL050 
COBOL055 
DEBUG 



IJSCBL11 
IJSCBL12 
IJSCBL13 
IJSCBL14 



IJSCBL15 
IJSCBL16 
IJSCBL17 
IJSCBL18 
IJSCBL19 
IJSCBL20 
IJSCBL21 
IJSCBL22 
IJSCBL23 
IJSCBL24 



IJSCBL25 
IJSCBL26 
IJSCBL27 
IJSCBL28 
IJSCBL29 
IJSCBL31 
IJSCBL32 
IJSCBL33 
IJSCBL34 
IJSCBL35 



IJSCBL36 
IJSCBL37 
IJSCBL38 
IJSCBL39 
IJSCBL40 
IJSCBL41 
IJSCBLU2 
IJSCBL43 
IJSCBL4U 
IJSCBL45 



IJSCBL46 
IJSCBL47 
IJSCBL48 
IJSCBL49 
IJSCBL50 
IJSCBL55 
IJSCBL60 



IJSCBL11 
IJSCBL12 
IJSCBL13 
IJSCBL14 



IJSCBL15 
IJSCBL16 
IJSCLB17 
IJSCBL18 
IJSCBL19 
IJSCBL20 
IJSCBL21 
IJSCBL22 
IJSCBL23 
IJSCBL24 



IJSCBL25 
IJSCBL26 
IJSCBL27 
IJSCBL28 
IJSCBL29 
IJSCBL31 
IJSCBL32 
IJSCBL33 
IJSCBL34 
IJSCBL35 



IJSCBL36 
IJSCBL37 
IJSCBL38 
IJSCBL39 
IJSCBL40 
IJSCBL41 
IJSCBL42 
IJSCBL43 
IJSCBL44 
IJSCBL45 



IJSCBL46 
IJSCBL47 
IJSCBL48 
IJSCBL49 
IJSCBL50 
IJSCBL55 
IJSCBL60 



56 IBM S/360 DOS Introduction to System Control Programs 



COMPILER I/O MODULES 



Core Image 


Microfiche 


Relocatable 


Phase Naire 


Label 


Module Name 


None 


IJCFAOIO 


IJCFAOIO 


None 


IJCFACI1 


IJCFAOI1 


None 


IJCFAOI2 


IJCFAOI2 


None 


IJCFACI4 


IJCFAOI4 


None 


IJCFA0I5 


IJCFAOI5 


None 


IJCFAOZO 


IJCFAOZO 


None 


IJCFA0Z1 


IJCFAOZ1 


None 


IJCFACZ2 


IJCFAOZ2 


None 


IJCFA0Z4 


IJCFAOZ4 


None 


IJCFA0Z5 


IJCFAOZ5 


None 


IJCFCCZO 


IJCFCCZO 


None 


IJCFCCZ1 


IJCFCCZ1 


None 


IJCFCCZ2 


IJCFCCZ2 


None 


IJCFCIZO 


IJCFCIZO 


None 


IJCFCIZ1 


IJCFCIZ1 


None 


IJCFCIZ2 


IJCFCIZ2 


None 


IJCFYOIO 


IJCFYOIO 


None 


IJCFYCI1 


IJCFYOI1 


None 


IJCFYOI2 


IJCFYOI2 


None 


IJCFY0I4 


IJCFY0I4 


None 


IJCFYOZO 


IJCFYOZO 


None 


IJCFY0Z1 


IJCFYOZ1 


None 


IJCFY0Z2 


IJCFYOZ2 


None 


IJCFY0Z4 


IJCFYOZU 


None 


IJCFZIIO 


IJCFZIIO 


None 


IJCFZII1 


IJCFZII1 


None 


IJCFZII2 


IJCFZII2 


None 


IJCFZII3 


IJCFZII3 


None 


IJCFZIZO 


IJCFZIZO 


None 


IJCFZIZ1 


IJCFZIZ1 


None 


IJCFZIZ2 


IJCFZIZ2 


None 


IJCFZIZ3 


IJCFZIZ3 


None 


IJCFZ0I1 


IJCFZOI1 


None 


IJCFZCI2 


IJCFZOI2 


None 


IJCFZOIU 


IJCFZOI4 


None 


IJCFZCI5 


IJCFZOI5 


None 


IJCFZOZ1 


IJCFZOZl 


None 


IJCFZ0Z2 


IJCFZOZ2 


None 


IJCFZOZU 


IJCFZOZ4 


None 


IJCFZOZ5 


IJCFZOZ5 


None 


IJDFAPIZ 


IJDFAPIZ 


None 


IJDFAPZZ 


IJDFAPZZ 


None 


IJDFAZIZ 


IJDFAZIZ 


None 


IJDFAZZZ 


IJDFAZZZ 


None 


IJDFYPZW 


IJDFYPZW 


None 


IJDFYPZZ 


IJDFYPZZ 


None 


IJDFYZIZ 


IJDFYZIZ 


None 


IJDFYZZZ 


IJDFYZZZ 


None 


IJDFZPIZ 


IJDFZPIZ 


None 


IJDFZPZZ 


IJDFZPZZ 


None 


IJFFBCZZ 


IJFFBCZZ 


None 


IJFFBZZZ 


IJFFBZZZ 


None 


IJFFZCZZ 


IJFFZCZZ 


None 


IJFFZZZZ 


IJFFZZZZ 


None 


IJFUBCZZ 


IJFUBCZZ 


None 


IJFUBZZZ 


IJFDBZZZ 


None 


IJFDZZZZ 


IJFDZZZZ 


None 


IJFVBCWZ 


IJFVBCWZ 


None 


IJFVBCZZ 


IJFVBCZZ 



None 
None 
None 
None 
None 
None 
None 

None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 

None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 

None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 
None 

None 
None 



IJFVZCWZ 
IJFVZZZZ 
IJFWEZZZ 
IJFWZNZZ 
IJFWZZZZ 
IJGFIEZZ 
IJGFIETZ 

IJGFIZZZ 
IJGFOEZZ 
IJGFOZZZ 
IJGFUEZZ 
IJGFUZZZ 
IJGUIEZZ 
IJGUIZZZ 
IJGUOEZZ 
IJGUOZZZ 
IJGUUEZZ 
IJGUUZZZ 
IJGVIEZZ 
IJGVIZZZ 
IJGVOEZZ 
IJGVOZZZ 

IJGVUEZZ 
IJGVUZZZ 
IJGWEZZZ 
IJGWZNZZ 
IJGWZRZZ 
IJHAABZZ 
IJHAARCP 
IJHAARCZ 
IJHAARZP 
IJHAARZZ 
IJHAASZZ 
IJHAIZZZ 
IJHBABZZ 
IJHBARCP 
IJHBARCZ 
IJHBARZP 
IJHBARZZ 
IJHBASZZ 
IJHBIZZZ 
IJHUABZZ 
IJHUARCP 
IJHUARCZ 
IJHUARZP 
IJHUARZZ 

IJHUASZZ 
IJHUIZZZ 
IJHZLZZZ 
IJHZRBZZ 
IJHZRRCZ 
IJHZRRZZ 
IJHZRSZZ 
IJIBAIZZ 
IJIBAZZZ 
IJIBZIZZ 
IJIBZZZZ 
IJIFAIZZ 
IJIFAZZZ 
IJIFZIZZ 
IJIFZZZZ 
IJJCPV 

IJJCPO 
IJJCP1 



IJFVZCWZ 
IJFVZZZZ 
IJFWEZZZ 
IJFWZNZZ 
IJFWZZZZ 
IJGFIEZZ 
IJGFIETZ 

IJGFIZZZ 
IJGFOEZZ 
IJGFOZZZ 
IJGFDEZZ 
IJGFUZZZ 
IJGUIEZZ 
IJGUIZZZ 
IJGUOEZZ 
IJGUOZZZ 
IJGUUEZZ 
IJGUUZZZ 
IJGVIEZZ 
IJGVIZZZ 
IJGVOEZZ 
IJGVOZZZ 

IJGVUEZZ 
IJGVUZZZ 
IJGWEZZZ 
IJGWZNZZ 
IJGWZRZZ 
IJHAABZZ 
IJHAARCP 
IJHAARCZ 
IJHAARZP 
IJHAARZZ 
IJHAASZZ 
IJHAIZZZ 
IJHBABZZ 
IJHBARCP 
IJHBARCZ 
IJHBARZP 
IJHBARZZ 
IJHBASZZ 
IJHBIZZZ 
IJHUABZZ 
IJHUARCP 
IJHUARCZ 
IJHUARZP 
IJHUARZZ 

IJHUASZZ 
IJHUIZZZ 
IJHZLZZZ 
IJHZRBZZ 
IJHZRRCZ 
IJHZRRZZ 
IJHZRSZZ 
IJIBAIZZ 
IJIBAZZZ 
IJIBZIZZ 
IJIBZZZZ 
IJIFAIZZ 
IJIFAZZZ 
IJIFZIZZ 
IJIFZZZZ 
IJJCPV 

IJJCPO 
IJJCP1 
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None 


IJJCP2 


IJJCP2 


None 


IJTLSQT 


IJTLSQT 


None 


IJJCP3 


IJJCP3 


None 


IJTLTAN 


IJTLTAN 


None 


IJJCPDV 


IJJCPDV 


None 


IJTLTNH 


IJTLTNH 


None 


IJJCPDO 


IJJCPDO 


None 


IJTMAXD 


IJTMAXD 


None 


IJJCPD1 


IJJCPD1 


None 


IJTMODI 


IJTMODI 


None 


IJJCPD2 


IJJCPD2 








None 


IJJCPD3 


IJJCPD3 


None 


IJTMODR 


IJTMODR 


None 


IJJCPV1 


IJJCPV1 


None 


IJTOVRF 


IJTOVRF 


None 


IJJCPV2 


IJJCPV2 


None 


IJTSINT 


IJTSINT 


None 


IJJCPON 


IJJCPON 


None 


IJTSLIT 


IJTSLIT 


None 


IJJCP1N 


IJJCP1N 


None 


UTS LOG 


IJTSLOG 


None 


IJJCPDV1 


IJJCPDV1 


None 


IJTSMXO 


IJTSMXO 


None 


IJJCPDV2 


IJJCPDV2 


None 


IJTSMX1 


IJTSMX1 


None 


IJJCPDON 


IJJCPDON 


None 


IJTSSCN 


IJTSSCN 


None 


IJJCPD1N 


IJJCPD1N 


None 


IJTSSQT 


IJTSSQT 


None 


IJJFCBID 


IJJFCBID 


None 


IJTSTAN 


IJTSTAN 


None 


IJJFCBZD 


IJJFCBZD 


None 


IJTSTNH 


IJTSTNH 


None 


IJJFCIID 


IJJFCIID 








None 


IJJFCIZD 


IJJFCIZD 








None 


ULRC30 


IJLRC30 


FORTRAN IV 






None 


IJLRC40 


IJLRC40 








None 


IJIRC50 


IJLRC50 








None 


IJLRC60 


IJLRC60 


Core Image 


Microfiche 


Relocatable 


None 


IJLRC80 


IJLRC80 


Phase Name 


Label 


Module Name 


None 
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ILHSRCC 


ILHSROC 


None 


ILHSRPA 


ILHSRPA 


None 


ILHSRPB 


ILHSRPB 


None 


ILHSRPC 


ILHSRPC 


None 


ILHSRPD 


ILHSRPD 


None 


ILHSRPE 


ILHSRPE 


None 


ILHSRSD 


ILHSRSD 


None 


ILHSRSE 


ILHSRSE 


None 


ILHSRSG 


ILHSRSG 


None 


ILHSRSH 


ILHSRSH 


None 


ILHSRSI 


ILHSRSI 


None 


ILHSRSJ 


ILHSRSJ 


None 


ILHSRSM 


ILHSRSM 


None 


ILHSRSN 


ILHSRSN 


None 


ILHSRTMG 


ILHSRTMG 



SORT/MERGE (TAPE) 



Core Image 
Phase Name 

TSRTP001 
TSRTP002 
TSRTP003 
TSRTP004 
TSRTP005 
TSRTP006 
TSRTP007 
TSRTP008 
TSRTP101 
TSRTP102 

TSRTP103 
TSRTP104 
TSRTP105 
TSRTP201 
TSRTP202 
TSRTP203 
TSRTP204 
TSRTP301 
TSRTP302 
TSRTP303 



Microfiche 
Label 

TSRTP001 
TSRTP001 
TSRTP001 
TSRTP001 
TSRTP001 
TSRTP001 
TSRTP001 
TSRTP001 
TSRTP101 
TSRTP101 

TSRTP101 
TSRTP101 
TSRTP101 
TSRTP201 
TSRTP201 
TSRTP201 
TSRTP201 
TSRTP301 
TSRTP301 
TSRTP301 



Relocatable 
Module Name 

IJPSM001 
IJPSM001 
IJPSM001 
IJPSM001 
IJPSM001 
IJPSM001 
IJPSM001 
IJPSM001 
IJPSM002 
IJPSM002 

IJPSM002 
IJPSM002 
IJPSM002 
IJPSM003 
IJPSM003 
IJPSM003 
IJPSM003 
IJPSMOOU 
IJPSM004 
IJPSM004 
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T/P-BTAM 






IJLSD80 


IJLSD80 


None 








IJLSSCI 


IJLSSCI 


None 


Core Iir,age 


Microfiche 


Relocatable 


IJLT2ALC 


IJLT2ALC 


None 


Phase Name 


Label 


Module Name 


IJLT2ROT 


IJLT2ROT 


None 


$$ANERP2 


$$ANERP2 


IJLOTMSG 


IJLT2TLT 


IJLT2TLT 


None 


$$ANERR2 


$$ANERR2 


None 


IJLT2TWS 


IJLT2TWS 


None 


$$ANERR3 


$$ANERR3 


None 


IJLT3ALC 


IJLT3ALC 


None 


$$ANERR4 


$$ANERR4 


None 


IJLT3ROT 


IJLT3ROT 


None 


$$ANERR5 


$$ANERR5 


None 


IJLT3SLA 


IJLT3SLA 


None 


$$BCTC01 


$$BCTC01 


None 


IJLT3TLT 


IJLT3TLT 


None 


$$BETPRT 


$$BETPRT 


None 


IJLT3TWS 


IJLT3TWS 


None 


$$BHDRCK 


$$BHDRCK 


None 


IJLT5ALC 


IJLT5ALC 


None 


$$BLEPRT 


$$BLEPRT 


None 


IJLT5ROT 


IJLT5ROT 


None 


$$BLOPEN 


$$BLOPEN 


None 


IJLT5SLA 


IJLT5SLA 


None 


$$BOTC01 


$$BOTC01 


None 


IJLT5TLT 


IJLT5TLT 


None 


$$BRESPL 


$$ERESPL 


IJLRSEPL 


IJLT5TWS 


IJLT5TWS 


None 


$$BTCNCL 


$$BTCNC1 


None 


IJLT6ALC 


IJLT6ALC 


None 


$$BTMEBG 


$$BTMEBG 


None 


IJLT6ROT 


IJLT6R0T 


None 


$$BT1030 


$$BT1030 


None 


IJLT6SLA 


IJLT6SLA 


None 


$$BT1050 


$$BT1050 


None 


IJLT6TLT 


IJLT6TLT 


None 


$$BT1060 


$$BT1060 


None 


IJLT6TWS 


IJLT6TWS 


None 


$$BT2260 


$$BT2260 


None 


IJLWTZ 


IJLWTZ 


None 


$$BT2740 


$$BT2740 


None 


IJLOEZ 


IJLOEZ 


None 


$$BT2848 


$$BT2848 


None 


IJL1BZ 


IJL1BZ 


None 








IJL006Z 


IJL006Z 


None 


IJLBOT02 


IJIBOT02 


IJLTEBCD 


None 


IJLASC 


IJLASC 


IJLBOT03 


IJLBOT03 


IJLTDSAC 


None 


IJLC2635 


IJLC2635 


IJLBOTOU 


IJLBCT04 


IJLNTRAN 


None 


IJLEBD 


IJLEBD 


IJLBOT05 


IJLBOT05 


IJLNDSAC 


None 


IJLTCD 


IJLTCD 


IJLBOT06 


IJLBCT06 


IJLAUSAC 








IJLBOT07 


IJLBOT07 


IJLPUSAC 


None 


IJLOAY 


IJLOAY 


IJLBOT08 


IJLBOT08 


IJLPCASC 


None 


IJLOBA 


IJLOBA 


IJLBOT09 


IJLEOT09 


IJLPTRAN 


None 


IJLOBC 


IJLOBC 


IJLBOT10 


IJLBOT10 


IJLPCTRA 


None 


IJLOBE 


IJLOBE 


IJLBOT11 


IJLBOT11 


IJLN.PTTR 


None 


IJLOBG 


IJLOBG 


IJLBOT12 


IJLBOT12 


IJLPREBD 


None 


IJLOBI 


IJLOBI 


IJLBOT13 


IJLBOT13 


IJLPCEBD 


None 


IJLOBK 


IJLOBK 


IJLBOT14 


IJLBOT14 


IJLALEBD 


None 


IJLOBM 


IJLOBM 


IJIBOT15 


IJLBOT15 


IJLWKPTD 


None 


IJLOBO 


IJLOBO 


IJLBOT16 


IJLBOT16 


IJLWKPTL 


None 


IJLOBQ 


IJLOBQ 


IJLBOT17 


IJLBOT17 


IJLTWKDL 


None 


IJLOBS 


IJLOBS 


IJLBOT18 


IJLBOT18 


IJLTWKLE 


None 


IJLOBU 


IJLOBU 


IJLBOT19 


IJLBOT19 


IJLDLESN 


None 


IJLOBW 


IJLOBW 


IJLC26 


IJLC26 


None 


None 


IJLOBY 


IJLOBY 








None 


IJLOBZ 


IJLOBZ 


IJLRASA 


IJLRASA 


None 


None 


IJLOBU 


IJLOBU 


IJLRCTW 


IJLRCTW 


None 


None 


IJL0B6 


IJL0B6 


IJLRCT1 


IJLRCT1 


None 


None 


IJL0B8 


IJL0B8 


IJLRCT2 


IJLRCT2 


None 


None 


IJLOCY 


IJLOCY 


IJLRCT3 


IJLRCT3 


None 


None 


IJLOCZ 


IJLOCZ 


IJLRC30 


IJLRC30 


None 


None 


IJLODY 


IJLODY 


IJLRC40 


IJLRCUO 


None 


None 


IJLODZ 


IJLODZ 


IJLRC50 


IJLRC50 


None 








IJLRC60 


IJLRC60 


None 


None 


IJLOOY 


IJLOOY 


IJLRC80 


IJLRC80 


None 


None 


IJL01J 


IJL01J 


IJIRF40 


IJLRF40 


None 


None 


IJL01Z 


IJL01Z 


IJ1RF50 


IJLRF50 


None 


None 


IJL02J 


IJL02J 


IJLRSCI 


IJLRSCI 


None 


None 


IJL02Z 


IJL02Z 


IJLSASA 


IJLSASA 


None 


None 


IJL03Z 


IJL03Z 


IJLSCTW 


IJLSCTW 


None 


None 


IJL04Z 


IJL04Z 


IJLSCT1 


IJLSCT1 


None 


None 


IJL05Z 


IJL05Z 


IJLSCT2 


IJLSCT2 


None 


None 


IJL07J 


IJL07J 


IJISCT3 


IJLSCT3 


None 


None 


IJL07Y 


IJL07Y 


IJLSD30 


IJLSD30 


None 


None 


IJL07Z 


IJL07Z 


IJLSD40 


IJLSDUO 


None 


None 


IJL08H 


IJL08H 


IJLSD50 


IJLSD50 


None 


None 


IJL08M 


IJL08M 


IJLSD60 


IJLSD60 


None 


None 


IJL08P 


IJL08P 
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None 


IJL08Q 


IJL08Q 


None 


IJLQGA 


IJLQGA 


None 


IJL08R 


IJL08R 


None 


IJLQGB 


IJLQGB 


None 


IJL08U 


IJL08D 


None 


IJLQGC 


IJLQGC 


None 


IJL08X 


IJL08X 


None 


IJLQGD 


IJLQGD 


None 


IJL08Y 


IJL08Y 


None 


IJLQGM 


IJLQGM 


None 


IJL08Z 


IJL08Z 


None 


IJLQGR 


IJLQGR 


None 


IJL089 


IJL089 


None 


IJLQGS 


IJLQGS 


None 


IJL09Y 


IJL09Y 


None 


IJLQIP 


IJLQIP 


None 


IJL1CZ 


IJL1CZ 


None 


IJLQIT 


IJLQIT 


None 


IJL1DZ 


IJL1DZ 


None 


IJLQLA 


IJLQLA 


None 


IJL2DZ 


IJL2DZ 


None 


IJLQLG 


IJLQLG 








None 


IJLQLK 


IJLQLK 








None 


IJLQLO 


IJLQLO 








None 


IJLQLP 


IJLQLP 


T/P-QTAM 


















None 


IJLQMC 


IJLQMC 


Core Image 


Microfiche 


Relocatable 


None 


IJLQMI 


IJLQMI 


Phase Name 


Label 


Module Name 


None 


IJLQMM 


IJLQMM 








None 


IJLQMP 


IJLQMP 


$$BCQC01 


$$BCQC01 


None 


None 


IJLQMT 


IJLQMT 


$$BCQC02 


$$BCQC02 


None 


None 


IJLQMW 


IJLQMW 


$$BCQC03 


$$BCQC03 


None 


None 


IJLQMO 


IJLQMO 


$$BOQO01 


$$BOQO01 


None 


None 


IJLQMI 


IJLQMI 


$$BOQO02 


$$BOQC02 


None 


None 


IJLQM2 


IJLQM2 


$$BOQO03 


$$BOQO03 


None 


None 


IJLQM3 


IJLQM3 


$$BOQO04 


$$BCQO04 


None 


None 


IJLQM4 


IJLQM4 


$$BOQO07 


$$BOQO07 


None 


None 


IJLQM5 


IJLQM5 


$$BOQO08 


$$BOQ008 


None 


None 


IJLQM6 


IJLQM6 








None 


IJLQM8 


IJLQM8 


$$BQCNCL 


$$EQCNCL 


None 


None 


IJLQM9 


IJLQM9 


$$BQCNCM 


$$BQCNCK 


None 


None 


IJLQNO 


IJLQNO 


$$BQHDCK 


$$BQHDCK 


None 


None 


IJLQN1 


IJLQN1 


$$BQWTRA 


$$BQWTRA 


None 


None 


IJLQN2 


IJLQN2 


$$BQWTR1 


$$BQWTR1 


None 


None 


IJLQN3 


IJLQN3 


$$BQWTR2 


$$BQWTR2 


None 


None 


IJLQN4 


IJLQN4 


$$BQWTR3 


$$BQWTR3 


None 


None 


IJLQN5 


IJLQN5 


$$BQ1030 


$$BQ1030 


None 


None 


IJLQN6 


IJLQN6 


$$BQ1050 


$$BQ1050 


None 


None 


IJLQN7 


IJLQN7 


$$BQ1060 


$$BQ1060 


None 


None 


IJLQN8 


IJLQN8 


$$BQ2260 


$$BQ2260 


None 


None 


IJLQOA 


IJLQOA 


$$BQ2740 


$$BQ27U0 


None 


None 


IJLQOC 


IJLQOC 


$$B00006 


$$B00006 


None 














None 


IJLQPA 


IJLQPA 


None 


IJLQAA 


IJLQAA 


None 


IJLQPL 


IJLQPL 


None 


IJLQAE 


IJLQAD 


None 


IJLQPM 


IJLQPM 


None 


IJLQBO 


IJLQBO 


None 


IJLQPR 


IJLQPR 


None 


IJLQCK 


IJLQCK 


None 


IJLQPS 


IJLQPS 


None 


IJLQCL 


IJLQCL 


None 


IJLQPZ 


IJLQPZ 


None 


IJLQCM 


IJLQCM 


None 


IJLQQT 


IJLQQT 


None 


IJLQCP 


IJLQCP 


None 


IJLQRA 


IJLQRA 


None 


IJLQCR 


IJLQCR 


None 


IJLQRB 


IJLQRB 


None 


IJLQCT 


IJLQCT 


None 


IJLQRC 


IJLQRC 


None 


IJLQDA 


IJLQDA 


None 


IJLQRD 


IJLQRD 


None 


IJIQDC 


IJLQDC 


None 


IJLQRG 


IJLQRG 


None 


IJLQDE 


IJLQDE 


None 


IJLQRM 


IJLQRM 


None 


IJIQDL 


IJLQDL 


None 


IJLQRR 


IJLQRR 


None 


IJLQDP 


IJLQDP 


None 


IJLQRS 


IJLQRS 


None 


IJLQDQ 


IJLQDQ 


None 


IJLQRW 


IJLQRW 


None 


IJLQDT 


IJLQDT 


None 


IJLQR1 


IJLQR1 








None 


IJLQR2 


IJLQR2 


None 


IJLQEA 


IJLQEA 


None 


IJLQR3 


IJLQR3 


None 


IJLQEE 


IJLQEB 


None 


IJLQR4 


IJLQR4 


None 


IJLQEC 


IJLQEC 


None 


IJLQR5 


IJLQR5 


None 


IJLQEP 


IJLQEP 


None 


IJLQR6 


IJLQR6 


None 


IJLQER 


IJLQER 


None 


IJLQR7 


IJLQR7 


None 


IJIQEX 


IJLQEX 


None 


IJLQR8 


IJLQR8 


None 


IJLQFL 


IJLQFL 


None 


IJLQR9 


IJLQR9 
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None 


IJLQSB 


IJLQSB 


None 


IJLQSC 


IJLQSC 


None 


IJLQSH 


IJLQSH 


None 


IJLQSI 


IJLQSI 


None 


IJLQSK 


IJLQSK 


None 


IJIQSO 


IJLQSO 


None 


IJLQSR 


IJLQSR 


None 


IJLQSS 


IJLQSS 


None 


IJLQST 


IJLQST 


None 


IJLQSI 


IJLQSI 


None 


IJLQS2 


IJLQS2 


None 


IJLQS4 


IJLQS4 


None 


IJLQS5 


IJLQS5 


None 


IJLQS6 


IJLQS6 


None 


IJLQS7 


IJLQS7 


None 


IJLQS8 


IJLQS8 


None 


IJLQS9 


IJLQS9 


None 


IJLQTA 


IJLQTA 


None 


IJLQTR 


IJLQTR 


None 


IJLQTS 


IJLQTS 


None 


IJLQTT 


IJLQTT 



DKDK 


IJWDD1 


IJWDD1 


DKDK1 


IJWGEN 


IJWGEN 


DKDK 2 


IJWDD3 


IJWDD3 


DKDK3 


IJWDD4 


IJWDD4 


DKDK 4 


IJWLAB 


IJWLAB 


DKDK5 


IJWLAB 


IJWLAB 


DKPR 


IJWDP1 


IJWDP1 


DKPR1 


IJWGEN 


IJWGEN 


DKPR2 


IJWDP3 


IJWDP3 


DKPR3 


IJWDP4 


IJWDP4 


DKPR4 


IJWLAB 


IJWLAB 


DKPR5 


IJWLAB 


IJWLAB 


INTO 


IJWID1 


IJWID1 


INTD2 


IJWID2 


IJWID2 


INTD3 


IJWID3 


IJWID3 


INTD4 


IJWID4 


IJWID4 


LISTVTOC 


LISTVTOC 


IJWLV1 


LISTVTOC 


LISTVTOC 


IJWLVT 


LISTVTOC 


LISTVTOC 


IJWLVB 


LISTVTOC 


LISTVTOC 


IJWLVM 



UTILITIES GROUP 1 (UNIT RECORD AND DISK) 









UTILITIES GROUP 2 (TAPE) 




Core linage 


Microfiche 


Relocatable 








Phase Name 


Label 


Module Name 


Core Image 


Microfiche 


Relocatable 








Phase Name 


Label 


Module Name 


ATAD 


IJWAD1 


IJWADl 








ATAD2 


IJWAD2 


IJWAD2 


CDTP 


IJWCT1 


IJWCT1 


ATAD 3 


IJWAD3 


IJWAD3 


CDTP1 


IJWGEN 


IJWGEN 


ATAD 4 


IJWAD4 


IJWAD4 


CDTP2 


IJWCT3 


IJWCT3 


None 


IJWAD5 


IJWAD5 


CDTP 3 


IJWCT4 


IJWCT4 


$$BLISTV 


$$BLISTV 


IJWLV1 


CDTP4 


IJWLAB 


IJWLAB 


$$BLISTV 


$$BLISTV 


IJWLVT 


CDTP 5 


IJWLAB 


IJWLAB 


$$BLISTV 


$$BLISTV 


IJWLVB 


CRDT 


IJWKT1 


IJWKT1 


$$BLISTV 


$$BLISTV 


IJWLVM 


CRDT2 


IJWKT2 


IJWKT2 








CRTD 


IJWRT1 


IJWRT1 


CDDK 


IJWCD1 


IJWCD1 








CDDK1 


IJWGEN 


IJWGEN 


DCTP 


IJWMT1 


IJWMT1 


CDDK2 


IJWCD3 


IJWCD3 


DCTP1 


IJWGEN 


IJWGEN 


CDDK 3 


IJWCD4 


IJWCD4 


DKTP 


IJWDT1 


IJWDT1 


CDDK 4 


IJWLAB 


IJWLAB 


DKTP1 


IJWGEN 


IJWGEN 


CDDK5 


IJWLAB 


IJWLAB 


DKTP2 


IJWDT3 


IJWDT3 


CDPP 


IJWCP1 


IJWCP1 


DKTP 3 


IJWDT4 


IJWDT4 


CDPP1 


IJWGEN 


IJWGEN 


DKTP 4 


IJWLAB 


IJWLAB 


CDPP2 


IJWCP3 


IJWCP3 


DKTP 5 


IJWLAB 


IJWLAB 


CDPP3 


IJWCP4 


IJWCP4 








CDPP 4 


IJWLAB 


IJWLAB 


TPCD 


IJWTC1 


IJWTC1 


CDPP5 


IJWLAB 


IJWLAB 


TPCD1 


IJWGEN 


IJWGEN 


CLRDSK 


IJWCLD1 


IJWCLD1 


TPCD2 


IJWTC3 


IJWTC3 


CLRD2 


IJWCLD2 


IJWCLD2 


TPCD3 


IJWTC4 


IJWTC4 


CLRD3 


IJWCLD3 


IJWCLD3 


TPCD4 


IJWLAB 


IJWLAB 


CRCD 


IJWRC1 


IJWRC1 


TPCD5 


IJWLAB 


IJWLAB 


CRDC 


IJWKC1 


IJWKC1 


TPCP 


IJWTCP 


IJWTCP 


CRDC2 


IJWKC2 


IJWKC2 


TPCP2 


IJWTCP2 


IJWTCP2 


CRDD 


IJWRD1 


IJWRD1 


TPCP3 


IJWTCP3 


IJWTCP3 


CRDD2 


IJWRD2 


IJWRD2 


TPDC 


IJWTM1 


IJWTM1 








TPDC1 


IJWGEN 


IJWGEN 


DKCD 


IJWDC1 


IJWDC1 


TPDK 


IJWTD1 


IJWTD1 


DKCD1 


IJWGEN 


IJWGEN 


TPDK1 


IJWGEN 


IJWGEN 


DKCD 2 


IJWDC3 


IJWDC3 


TPDK2 


IJWTD3 


IJWTD3 


DKCD 3 


IJWDC4 


IJWDC4 


TPDK 3 


IJWTD4 


IJWTD4 


DKCD4 


IJWLAB 


IJWLAB 


TPDK4 


IJWLAB 


IJWLAB 


DKCD 5 


IJWLAB 


IJWLAB 


TPDK 5 


IJWLAB 


IJWLAB 
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TPPR 


IJWTP1 


IJWTP1 


UTILITIES - MPS 




TPPR1 


IJWGEN 


IJWGEN 








TPPR2 


IJWTP3 


IJWTP3 








TPPR3 


IJWTP4 


IJWTP4 


Core Image 


Microfiche 


Relocatable 


TPPR4 


IJWIAB 


IJWIAB 


Phase Name 


Label 


Module Name 


TPPR5 


IJWLAB 


IJWLAB 








TPTP 


IJWTT1 


IJWTT1 








TPTP1 


IJWGEN 


IJWGEN 


$$BMU100 


$$BMU100 


None 


TPTP 2 


IJWTT3 


IJWTT3 


$$BMU200 


$$BMU200 


None 


TPTP 3 


IJWTT4 


IJWTT4 


$$BMU300 


$$BMU300 


None 


TPTPU 


IJWLAE 


IJWLAB 








TPTP 5 


IJWLAB 


IJWLAB 








None 


IJWXIT 


IJWXIT 









UTILITIES - VOCABULARY FILE 



UTILITIES GROUP 3 (DATA CELL) 



Core Image 


Microfiche 


Relocatable 


Phase Name 


Label 


Module Name 


CLDC 


IJWCLM1 


IJWCLM1 


CLDC2 


IJWGEN 


IJWGEN 


CLDC3 


IJWDD3 


IJWDD3 


CLDC 4 


IJWDD4 


IJWDDU 


CLDC5 


IJWLAE 


IJWLAB 


DCDC 


IJWWM1 


IJWMM1 


DCDC2 


IJWGEN 


IJWGEN 


DCDC 3 


IJWDD3 


IJWDD3 


DCDC4 


IJWDD4 


IJWDDU 


DCDC 5 


IJWLAB 


IJWLAB 


DCDK 


IJWMD1 


IJWMD1 


DCDK2 


IJWGEN 


IJWGEN 


DCDK 3 


IJWDD3 


IJWDD3 


DCDK 4 


IJWDD4 


IJWDDU 


DCDK5 


IJWLAB 


IJWLAB 


DCPR 


IJWMP1 


IJWMP1 


DCPR2 


IJWGEN 


IJWGEN 


DCPR3 


IJWDD3 


IJWDD3 


DCPR4 


IJWDD4 


IJWDD4 


DCPR5 


IJWLAB 


IJWLAB 


DKDC 


IJWDM1 


IJWDM1 


DKDC2 


IJWGEN 


IJWGEN 


DKDC3 


IJWDD3 


IJWDD3 


DKDC4 


IJWDD4 


IJWDD4 


DKDC5 


IJWLAB 


IJWLAB 


None 


IJWAM1 


IJWAM1 


None 


IJWAM2 


IJWAM2 


None 


IJWAM3 


IJWAM3 


None 


IJWAM4 


IJWAM4 


None 


IJWIM1 


IJWIM1 


None 


IJWIN2 


IJWIM2 


None 


IJWIM3 


IJWIM3 


None 


IJWIN4 


IJWIM4 


None 


IJWIM5 


IJWIM5 



Core Image Microfiche 
Phase Name Label 



None 
None 
None 
None 
None 
None 
None 



IJNVBL 
IJNVCT 
IJNVER 
IJNVIO 
IJNVLI 
IJNVLO 
IJNVUP 



Relocatable 
Module Name 



IJNVBL 
IJNVCT 
IJNVER 
IJNVIO 
IJNVLI 
IJNVLO 
IJNVUP 



66 IBM S/360 DOS Introduction to System Control Programs 



APPENDIX C: MASTER INDEX FOR DOS SYSTEM CONTROL PLMS 



For the purpose of this master index, each 
of the five DOS System Control Program 
Logic Manuals has been assigned a key: 



Ke^ 



PLM 



1 DOS Introduction to System Control 
Programs, Form Y24-5017. 

2 DOS IPL and Job Control Programs, Form 
Y24-5086. 

3 DOS Supervisor and Physical and 
Logical Transients, Form Y24-5084. 

4 DOS Librarian Maintenance and 
Service Programs, Form Y24-5079. 

5 DOS Linkage Editor, Form Y24-5080. 

The key following each item in this index 
indicates the PLM in which the information 
is to be found. The page number for the 
item is in the index of the referenced 
manual . 

A (physical) transients 3 

AB (abnormal termination) table 3 

abnormal termination (AB) table 3 

ACTION statement processor 2 

add routine 2 

ADD; statement 2 

ALLOC statement format 4 

ALLOC statement processor 2,3 

assemble and execute mode 5 

ASSGN statement processor 2,3 

asynchronous processing 1,3 

attention interrupts 

logical 3 

physical 3 
autolink feature 5 

B (logical) transients 3 

background communications region 2,3 

background programs 1 

background save area 3 

background vs foreground programs 3 

batch job support 3 

BATCH statement processor 3 

BTAM 1 

CANCEL statement processor 2,3 

catalog mode 5 

catalog programs, system library 

core image library ($LNKEDTC) 1,4 
relocatable library (MAINTR2) 1,4 
source statement library (MAINTS2) 1,4 

CAW (channel address word) 3 

CBF (console buffering) table 3 



CCB (command control block) 2,3 

CCW (channel command word) 3 

CE area 3 

CE serviceability routines, accessing 

of 3 
CE table 3 

CE, transient and save areas 3 
channel address word (CAW) 3 
channel command word (CCW) 3 
channel queue (CHANQ) table 3 
channel queue table operation 3 
channel status word (CSW) 3 
CHANQ (channel queue) table 3 
CLOSE functions 1 
CLOSE statement processor 2 
close system disk files 1 
command control block (CCB) 2,3 
common (CM) 5 
common library maintenance program 

(MAINT) 1,4 
communications regions 2,3 
communications regions extensions 2,3 
components, system 1 

condense library program (MAINTCN) 1,4 
configuration, system 1 
console buffering (CBF) table 3 
control dictionary 5 
control programs 1 
COPY statement format 4 
copy system program (CORGZ) 1,4 
core image library 

catalog program ($LNKEDTC) 1,4 

directory 1,4,5 

format for 2311 and 2314 1,4,5 

service program (CSERV) 1,4 
CORGZ control statements 4 
CORGZ (copy system program) 1,4 

I/O flow 4 

phases 4 

storage map 4 
CSERV (core image library service 

program) 1,4 
CSW (channel status word) 3 
cylinder record format label 
information 2 

data cell error recovery 3 

data file block (DFB) format 2 

DATE statement processor 2 

DEL statement 2 

delete and rename for libraries program 

(MAINTDR) 1,4 
delete routine 2 
density data 3 

device error recovery sense information 3 
device type codes 3 
DFB (data file block) format 2 
DIB (directory information block) 1/2,3 
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dictionaries 

control 5 

external symbol 5 

relocation list 5 
directories 

core image library 1/4,5 

foreground program 1,4,5 

library routine 1,4,5 

open 1/4,5 

phase 1/4,5 

relocatable library 1/4,5 

source statement library 1/4,5 

system 1/4,5 

transient 1,4,5 
directory service program (DSERV) 1,4 
disk error recovery 3 
disk information block (DIB) 2,3 
DLAB statement processor 2,3 
DLBL statement processor 2,3 
DSERV (directory service program) 1,4 
DTF addresses and pointers, MICR 3 
dumps, translating and standard system 3 
DVCDN statement processor 2 
DVCUP statement processor 2 

ECB (event control block) 3 
ENTRY statement processor 2 
environmental record editing and printing 

program (EREP) 3 
EOJ (/&) statement processor 2 
ERBLOC (error recovery block) 3 
EREP (environmental record editing and 

printing program) 3 
ERP (error recovery procedures) 3 
error logging and recovery 1,3 
error message cross reference list 1 
error messages 2,3,4,5 
error queue entry 3 
error recovery block (ERBLOC) 3 
error recovery message codes 3 
error recovery procedures 

1285,1287 3 

1403,1443 3 

2311,2314 3 

2495 3 

2501,2520,2540 3 

1052 3 

1442 3 

2321 3 

2400 3 

2671 3 
ESD processing 5 

ESD records, relocatable format of 4 
ESID numbers, calculation of 4 
event control block (ECB) 3 
EXEC statement processor 2,3 
explanation of flowchart symbols 2,3,4,5 
EXTENT statement processor 2,3 
external interrupt 3 
external reference (ER) 5 
external symbol dictionary 5 



FAVP (first available pointer) 3 

fetch I/O key (FIK) 3 

FICL (first-in-class-list) table 2,3 

FIK (fetch I/O key) 3 

file table 4 

first available pointer (FAVP) 3 

first-in-class-list (FICL) 2,3 

first-on-channel-list (FOCL) 3 

fixed partitioned multiprogramming 1 

flowchart symbols, explanation of 2,3,4,5 

FLPTR (free list pointer) 3 

FOCL (first-on-channel-list) 3 

FOPT macro parameter (supervisor) 1 

FOPT macro 3 

foreground program directory 1/4,5 

foreground programs 1 

formats 

core image library and directory 

DFB 2 

FICL 2,3 

label information cylinder record 

NICL 2,3 

phase-vector table entry 2 

relocatable library and directory 

source statement library and 
directory 1,4,5 

SYSLNK 5 

system directory record 1,4,5 

system work area record 1,4,5 
free list pointer (FLPTR) 3 



1/4,5 



1/4,5 



global settings 3 

header card formats, book 
HOLD statement processor 



4 
2,3 



I/O devices 1 

I/O error logging and recovery 3 

I/O error recovery procedures and sense 

data 3 
I/O interrupt 3 

I/O reguest-I/O interrupt sequence 3 
I/O tables (see tables) 
IGNORE statement processor 3 
INCLUDE statement processor 2 
initial program load (IPL) 1,2 
interrupts 3 
interval timer (IT) table 3 

JIB (job information block) table 2,3 
job control open functions 1 
job control program 1,2 

I/O flow 2 

phase $$BLSTIO 2 

phases $JOBCTLA - $JOBCTLM 2 

program flow 2 

storage allocation 2 

statement processor (see statement 
processors) 2 
job information block (JIB) table 2,3 
JOB statement processor 2 
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label cylinder (volume area) track 

allocation 1,4,5 
label data, standard volume 5 
label definition (LD) 5 
label information cylinder record 

format 2 
label information format on SYSRES for 

DASD and tape 3 
label reference (LR) 5 
language translator modules 5 
last-in-first-out-list (LIFO) 5 
LBLTYP statement processor 2,3 
librarian area (system work area) 
libraries 1/4,5 

library condense program (MAINTCN) 
library delete and rename program 

(MAINTDR) 1,4 
library routine directory 1,4,5 
LID (logical transient identification) 
LIFO (last-in-first-out-list) 5 
linkage table 5 
linkage translator modules 5 
LISTIO printout 2 
LISTIO statement processor 
load and execute mode 5 
LOG statement processor 
logical ($$B) transients 
4 



1,4,5 
1,4 



2,3 



2,3 



$$BOPNLB 
area 3 
attention 
initiator 
terminator 



logical transient identification 
logical transient key (LTK) 3 
logical unit block (LUB) table 
low core 3 

LTK (logical transient key) 3 
LUB (logical unit block) table 
LUBDSP table 3 
LUBID table 3 



(LID) 
2,3 



2,3 



machine check interrupt 3 

machine check recording and recovery 

(MCRR) 1 , 3 
MACRO card 4 
macro functions and relationship, 

supervisor 3 
macros, supervisor generation 3 
main storage organization in 

multiprogramming 3 
MAjINT (common library maintenance 

program) 4 
MAINTA (system reallocation program) 4 
MAINTA reallocation table 4 
MAINTCL (set condense limits program) 4 
MAINTCN (library condense program) 4 
MAINTDR (delete and rename for all 

libraries program) 4 
MAINTEJP (private library condense limit 

check & status report program) 4 
MAINTR2 (relocatable library catalog 

program) 4 
MAINTS2 (source statement library catalog 

program) 4 
MAINTUP (source statement library single 

statement update program) 4 



MAP output 3 

MAP statement processor 2,3 

MCRR (machine check recording and 

recovery) 3 
MCRR linkage table 3 
MCRR record format 3 
MEND card 4 

MERGE statement format 4 
message writer, ERP 3 
MICR 

DTF addresses and pointers table 
error recovery 3 
microfiche cross reference list 1 
module card types (END, ESD, REP, RLD, 

SYM, TXT) 5 
module in the relocatable library 4 
module-phase relationship 5 
MSG statement processor 3 
MTC statement processor 2 
multiprogramming 1,3 
multitasking 1,3 

NEWVOL statement format 4 
next-in-class-list (NICL) 2,3 
NICL (next-in-class-list) 2,3 
NOLOG statement processor 2,3 
nucleus code 3 

OBR/SDR 3 

A-transients 3 

record format 3 
OC (operator communications) table 3 
open directory 1,4,5 
open system disk files 1 
operator communications (OC) table 3 
optical reader error recovery 3 
OPTION statement processor 2 
option tables (AB, IT,OC,PC) 3 
organization program (CORGZ) 4 
outboard recorder (OBR) 3 

A-transients 3 

record format 3 

paper tape error recovery 3 

partition identifier (PID) 3 

PAUSE statement identifier 2,3 

PC (program check) table 3 

PERIDA layout 5 

PHASE statement processor 2 

phase 

$$A$IPL1 2 

$$A$IPL2 2 

$$A$SUP1 3 

$$ANERAA - $$ANERAQ 3 

$$ANERRA - $$ANERRZ 3 

$$ANERR0 3 

$$ANERR1 3 

$$ANERR6 - $$ANERR9 3 

$$BATTNA - $$BATTNP 3 

$$BDUMP (system dump) 3 

$$BDUMP (translating dump) 3 

$$BDUMPB 3 

$$BDUMPD 3 

$$BDUMPF 3 

$$BDUM1 3 

$$BEOJ 3 
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$$BE0J1 - $$BE0J2A 3 

$$BE0J3 - $$BE0J5 3 

$$BILSVC 3 

$$BLSTIO 2 

$$BPCHK 3 

$$BPDUMP 3 

$$BPSW 3 

$$BSDRUP 3 

$$BSYSWR 3 

$$BTERM 3 

$IPLRT2 2 

$JOBCTLA - $JOBCTLM 2 

$LNKEDT 5 

$LNKEDTA 5 

$LNKEDTC 4 

$LNKEDTO 5 

$LNKEDT2 5 

$LNKEDT4 5 

$LNKEDT6 5 

$LNKEDT8 5 

$MAINEOJ 4 

CORGZ - CORGZ5 4 

CSERV 4 

DSERV 4 

EREP 3 

EREPCI30 3 

EREPCLR 3 

EREPLOG1 3 

MAINT 4 

MAINTA 4 

MAINTCL 4 

MAINTCN 4 

MAINTDR 4 

MAINTEJP 4 

MAINTR2 4 

MAINTS2 4 

MAINTUP 4 

RSERV* 4 

SSERV 4 
phase-vector table entry format 2 
physical ($$A) transients 3 
physical input/output control system 

(PIOCS) 3 
physical transient overlap (PTO) 3 
physical unit block (PUB) table 2,3 
PIB (program information block) table 2,3 
PID (partition identifier) 3 
PIK (program interrupt key) 3 
PIOCS (physical input/output control 

system) 3 
predefined file names 1 
private code (PC) 5 
private libraries 1,4,5 
private libraries condense limit check 

and status report program (MAINTEJP) 4 
program check (PC) table 3 
program check interrupt 3 
program 

flow, system 1,2,3,4,5 

initiator 3 

status word (PSW) 3 

terminator 3 
PSW (program status word) 3 
PTO (physical transient overlap) 3 
PUB (physical unit block) table 2,3 



QTAM 1 

RCB (resource control block) 3 
READ statement processor 3 
reallocation control statements 4 
reallocation of SYSRES, method used by 

MAINTA 4 
record formats 

label cylinder, DASD and tape 2,3 

system directory 1,4,5 

system work area 1,4,5 
relocatable library 

catalog program (MAINTR2) 1,4 

directory 1,4,5 

format for 2311 and 2314 1,4,5 

service program 1,4 
relocation factor, determining the 5 
relocation list dictionary 5 
RELSE statement processor 2,3 
REQID table 3 
requestor I/O key (RIK) 3 
requestor identification (RID) 3 
RESET statement processor 2 
resident supervisor 3 
residual capacity 1 
resource control block (RCB) 3 
RF statement processor 2 
RID (requestor identification) 3 
RIK (requestor I/O key) 3 
RLD records, relocatable format of 4 
ROD statement processor 2 
RSERV (relocatable library service 

program) 4 
RSTRT statement processor 2 

SAB (seek address block) 3 

SDR (statistical data recorder) 3 

section definition (SD) 5 

seek address block (SAB) 3 

SEND macro 3 

sense data and ERP 3 

sense information, device error 
recovery 3 

service programs, librarian 

core image library (CSERV) 1,4 
relocatable library (RSERV) 1,4 
source statement library (SSERV) 1,4 

set condense limits program (MAINTCL) 1,4 

set routine 2 

SET statement processor 2 

SDGFCH macro 3 

SGDSK macro 3 

SGSVC macro 3 

SGTCHS macro 3 

SGTCON macro 3 

SGTHAP macro 3 

SGUNCK macro 3 

SMCRR macro 3 

SMICR macro 3 

source statement library 
catalog program 1,4 
directory 1,4,5 
format, 2311 and 2314 1,4,5 
service program (SSERV) 1,4 
single statement update program 
(MAINTUP) 1,4 
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SSEB.V (source statement library service 

program) 1,4 
standard system dump 3 
standard volume label data 1/4,5 
START statement processor 3 
statement processors 

/& (EOJ) 2 

ACTION 2 

ALLOC 2 , 3 

ASSGN 2,3 

BATCH 3 

CANCEL 2 , 3 

CLOSE 2 

DATE 2 

DLAB 2 , 3 

DLBL 2 , 3 

DVCDN 2 

DVCUP 2 

ENTRY 2 

EOJ (/&) 2 

EXEC 2 , 3 

EXTENT 2 , 3 

HOLD 2 , 3 

■IGNORE 3 

::nclude 2 

JOB 2 

LBLTYP 2 , 3 

LISTIO 2,3 

LOG 2 , 3 

MAP 2 , 3 

MSG 3 

MTC 2 

NOLOG 2 , 3 

OPTION 2 

PAUSE 2 , 3 

PHASE 2 

]*EAD 3 

RELSE 2 , 3 

RESET 2 

RF 2 

ROD 2 

RSTRT 2 

SET 2 

START 3 

STOP 2 

TIMER 3 

TLBL 2 , 3 

TPLAB 2 , 3 

UCS 2,3 

UNA 2 , 3 

UNBATCH 2 

UPSI 2 

VOL 2 , 3 

XTENT 2 , 3 
statistical data recorder (SDR) 3 
STOP statement processor 2 
subprograms (subtasks) 1 
supervisor call interrupt 3 
supervisor communications region 2,3 
supervisor FOPT macro parameter 1 
SUPVR macro 3 
system 

components 1 

configuration 1 

control center 2,3 



directory 1,4,5 

directory record formats 1,4,5 

dumps, standard and 

translating 3 
file considerations 1 
files on disk 1 
I/O devices and I/O flow 1 
program flow 1,2,3,4,5 
reallocation program (MAINTA) 1,4 
residence organization 1,4,5 
residence organization after 

generation 1 
status report, sample 4 
units 1 

work area (librarian area) 1,4,5 
work area record formats 4,5 



tables 

AB (abnormal termination) 3 

CBF (console buffering) 3 

CE 3 

CHANQ (channel queue) 3 

control dictionary/linkage 5 

DIB (disk information block) 2,3 

FICL (first-in-class-list) 2,3 

I/O 2,3 

IT (interval timer) 3 

JIB (job information block) 2,3 

LUB (logical unit block) 2,3 

LUBID 3 

MICR DTF addresses 3 

NICL (number-in-class-list) 2,3 

OC (operator communications) 3 

option 3 

PC (program check) 3 

PIB (program information block) 2,3 

PUB (physical unit block) 2,3 

REQID (requestor identification) 3 

THFLPTR (track hold free list 

pointer) 3 
TKHDTAB (track hold table) 3 
TKREQID (track requestor 
identification) 3 

tape cartridge reader error recovery 3 

tape error block (TEB) 2,3 

tape error recovery 3 

task selection procedure 3 

TEB (tape error block) 2,3 

telecommunications 1 

terminator phases 3 

termination, program 3 

THFLPTR (track hold free list 
pointer) 3 

TIMER statement processor 3 

TKHDTAB (track hold table) 3 

TKREQID table 3 

TLBL statement processor 2,3 

TPLAB statement processor 2,3 

track hold table (TKHDTAB) 3 

transient attention routines 3 

transient directory 1,4,5 

transient, CE, and save areas 3 

translating dump 3 

TXT records, relocatable format of 4 
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UCS statement processor 2,3 
UNA statement processor 2,3 
UNBATCH statement processor 2 
unit record error recovery 3 
update sub-directories program 

($MAINEOJ) 1,4 
UPSI statement processor 2 

version and modification level 1,2,3,5 

VOL statement processor 2,3 

volume area (label cylinder) 1/4,5 

volume label 1,4 

volume table of contents (VTOC) 1,4 

VTOC 1 , 4 

work area (librarian area), system 1,4,5 

XTENT statement processor 3 
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APPENDIX D: VOLUME TABLE OF CONTENTS (VTOC) 



All standard file labels are grouped 
together and stored in a specific area on < 
disk pack or data cell. This group of 
lafcels is essentially a directory of all 
data records on the volume because each 
file label contains file limits. 
Therefore, this group of labels is called 
the volume table of contents, or VTOC. 
Because the VTOC itself is a file of 
records containing one or more standard 
label records for each logical file, it is 
defined as such with its own file label 
(Figure 18),. 



The VTOC label is a format- 4 label and 
is the first record on the VTOC. This 
label identifies the file as the VTOC and 
contains the file limits of the VTOC. When 
initializing a disk pack or a data cell, 
the location and length of the VTOC must be 
specified. These restrictions apply when 
the area is being assigned for the VTOC: 



For the 2311 or 2314, it must be 
within cylinders 0-199. For the 2321, 
it must be within subcell 0, strip 0, 
cylinder and subcell 19, strip 5, 
cylinder 4. 



Last 

Volume 

Label 



VTOC 
File Label 
(Format 4) 



File 
Labels 



Pointer to 
last active — ' 
file label 



Filename : 
XXXXXX 
Format 1 
Label 



Additional 
File Labels 



Pointer to 
additional 
file extents, 
if necessary. 



Filename - 
XXXXXX 
Additional 
Extents 
(Format 3) 



If the VTOC is to be located on the 
system residence pack (SYSRES), it 
must be outside the residence area. 



For a more detailed description of the 
VTOC, see the Logical IOCS publication 
listed in the Preface. 



Figure 18. Volume Table of Contents (VTOC) 
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INDEX 



asynchronous processing 8 



background programs 7 
BTAM 8 



catalog programs, system library 

($LNKEDTC) 38 

(MAINTR2) 38 

(MAINTS2) 39 
CIiOSE functions 15 
close system disk files 15 
common library maintenance program 

(MAINT) 38 
components, system 12 
configuration, system 8 
considerations for system files 14 
control programs 

IPL 17,18,34 

job control 34 

supervisor 34 
core image library directory 2 3 
core image library 17,25,37 

catalog program ($LNKEDTC) 38 

directory 17,23 

directory format 2 4 

format for 2311 25 

format for 2314 26 

service program (CSERV) 40 



delete and rename for all libraries program 

(MAINTDR) 39 
d::b (directory information block) 14,16 
directories 

core image library 17,23 

foreground program 17,23 

library routine 17,23 

open 17,22 

phase 17,23 

relocatable library 17,26 

source statement library 17,29 

system 17,21 

transient 17,22 
directory information block (DIB) 14,16 
directory service program (DSERV) 40 
DSERV (directory service program) 40 



error logging and recovery 35 
error messages cross reference 

(Appendix A) 41 



format (CONT. ) 

relocatable library (2314) 29 
relocatable library directory 
source statement library (2311) 
source statement library (2314) 
source statement library 

directory 30 
system directory record 21 
system work area record 22 



general description 



I/O devices 9 
I/O flow, system 10 
initial program load (IPL) 
IPL (initial program load) 



27 



31 
32 



job control open functions 
job control program 34 



17,18,34 
17,18,34 



15 



label cylinder (volume area) 18,32 

track allocation 33 
librarian area (system work area) 17,21 
librarian programs 

maintenance 37,38 

organization 37 

service 37,40 
library condense program (MAINTCN) 39 
library routine directory 17,23 
library 

core image 17,25,37 

private 32,37 

relocatable 17,28,37 

source statement 17,31,37 
linkage editor 36 



machine check recording and recovery (MCRR) 

35 
MAINTDR (delete and rename for all 

libraries program) 39 
master index for DOS system control PLMS 

(Appendix C) 65 
MCRR (machine check recording and recovery) 

35 
microfiche cross reference 

(Appendix B) 50 
multiprogramming 7 
multitasking 8 



fixed partitioned multiprogramming 7 
FOPT macro parameter (supervisor) 15 
foreground program directory 17,23 
foreground programs 7 
format 

core image library (2311) 25 
core image library (2314) 26 
core image library directory 24 
relocatable library (2 311) 28 



open directory 17,22 
open system disk files 



15 



phase directory 17,23 
predefined file names 14 
private libraries 32,37 

condense limit check and status 
report 40 



Index 75 



QTAM 8 



record formats 

system directory 21 
system work area 22 

relocatable library 17,28,37 
catalog program (MAIMTR2) 
directory 17,26 
directory format 27 
format for 2311 28 
format for 2314 29 
service program (RSERV) 

residual capacity 15 



work area (librarian area) 
system 17,21 
system record formats 



22 



38 



40 



service programs, librarian 40 

set condense limits program (MAINTCL) 39 

source statement library 17,31,37 

catalog program (MAINTS2) 39 

directory 17,29 

directory format 30 

format for 2311 31 

format for 2314 32 

service program (SSERV) 40 

single statement update prog. 39 
standard volume label data 20 
subprograms (subtasks) 8 
subtasks 8 
supervisor "^4 

supervisor FOPT macro parameter 15 
system disk files 

close 15 

open 1 5 
system file considerations 14 
system 

components 12 

configuration 8 

control programs 17,18,34 

directory 17,21 

directory record formats 21 

files on disk 14 

I/O devices and I/O flow 10 

program flow 13 

reallocation program (MAINTA) 39 

residence organization 17 

residence organization after 
generation 1 8 

units 10 

work area (librarian area) 17,21 

work area (librarian area) record 
formats 22 



telecommunications 8 
transie t directory 17,22 



update sub-directories program 
($MAINE0J) 39 



version and modification level 12 
volume area (label cylinder) 18,32 
volume label 18,20 
volume table of contents (VTOC) 18,77 
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